Fair and Warm 


Sunny a nd ho t to da y . Fa ir a nd 
a v a rm to night, t'o ntinucd ho t to ­ 
mo rro w with a cha nce o f sho wer*. 
Yesterda y ’* 
high, 
89; 
lo w, 
54 . 
High to da y , 88-90. Ism to night, Bo ­ 
a s. High to mo rro w, 90 92. 
T he Cir clev ille Her ald 
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FULL SERVICE 
Asso cia ted Press lea sed wire fo r 
sta te, na tio na l a nd wo rld news. 
Centra l Press picture serv ice, a nd 
ing co lumnist* a nd a rtist*, full lo ca l 
news co v era ge,. 


79 th Year— 205 


Jordan, Arabia 


Plan To Merge 
Their Armies 


Ancient Middle East 
Feud Ends; Economic 
Agreement Is Set Up 


AMMAN, .Io nian (AP) — Bury ­ 
ing the decades-o ld feud between 
their dy nasties, Kings Hussein o f 
.Io nian and Sand o f Saudi Arabia 
have agreed to merge their na 


Wllllll I lilt lllllllllll iii m um m i l i um * 
Once 
Aro und 
Ro undto wn 
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W (J . K(X’II, Ro ute 2, depa rt­ 
ed to da y fo r Millerspo rt with wlia t 
he described a s his finest cro p o f 
sweetco rn ev er. . . 
Wha t’s so specia l a ibo ut this? . , . 
It so ha ppens tha t Ko ch pro v ides 
a h 
the 
co m 
fur 
the 
a nnua l 
.. 
. 
Millerspo rt 
Sweetco rn 
Festiv a l 
lio ns' military fo rces, co o rdinate whk>h 
upena 
to day 
and 
rung 
thro ugh Sa turda y . . . 


Walter Garner 


Named Head of 


Savings Bank 


Directors Select 
Lawrence Priest as 
Assistant Cashier 


their eco no mies 
and 
present a 
united fro nt in Arab and wo rld af­ 
fairs. 
Hussein 
and 
Saud 
anno unced 
their plans fo r co mprehensive un;- 
ty o f the Western allied 
Middle 
Fast natio ns in a jo int statement 
Issued in Amman and 
Mecca o n 
Wednesday night. 
They called o n all o ther Arab 
states to jo in in their agreements, 
hut it was o bvio us they did no t 
ex pect President Nasser’s United 
Arab Republic, fo r o ne, to accept 
the invitatio n. They accused Na* 
aer o f shattering Arab unity . 
The statement was released 
a 
few ho ur* after Hussein returned 
to Amman fro m a three-day meet­ 
ing with Saud at Taif, Saudi Ara­ 
bia. The two mo narchs agreed o n 
•‘co mplete 
military 
unity ” 
and 
•‘the establishment o f a co mmo n 
co mmand fo r the t w o armed fo r­ 
ces immediately .” 
Impo verished, agricultural Jo r­ 
dan and o il-rich Saudi Arabia will 
co o rdinate 
eco no mic po licy 
and 
eliminate all restrictio ns o n the 
mo vement o f perso ns, go o ds and 
capital between the two co untries, 
the mo narchs said. They will set­ 
tle their bo rder pro blems imme­ 
diately , they added. 
Co o peratio n 
ami 
co o rdinatio n 
also were agreed upo n in all cul­ 
tural and administrative affa ii s 
and in the field o f natio nal guid­ 
ance and info rmatio n. 
In agreeing to co o rdinate ‘‘Arab 
and fo reign po licy ,” the mo narchs 
reaffirmed co mmo n enmity o f Is­ 
rael. They pledged to “ act within 
a unified plan to resto re at all 
co st sacred Arab rights in Pales 
tine.” 
Despite 
their 
lo ng 
feud, 
the 
Hashemite and Saudi kingdo ms 
have been drawn clo ser to gether 
in recent y ears because o f co m 
mo n dislike fo r Nasser, his Arab 
so cialism and his po wer grabs. 
Cairo radio has urged repeatedly 
the o verthro w o f bo th 
Hussein 
and Saud. 
The Hashemite-Saudi feud dates 
fro m the late 19 th Century when 
bo th fo ught fo r supremacy o ver 
the Arab Peninsula. In the early 
19 20s, Sand’s father, the late King 
Urn Saud, succeeded in 
liusseins 
grandfather, 
the 
late 
King Abdullah, o ut o f what has 
beco me a great desert o il emp re 
o f the Saudis. The British later 
set Abdullah up as mo narch o ver 
independent Jo rdan and installed 
his bro ther, Feisal I, a a king o f 
neighbring Iraq. 


Ko ch, an established sweetco rn 
specialist, will 
lie 
marking his 
ninth y ear as pro vider fo r the 
namesake delicacy fo r the Millers­ 
po rt event . . . The Lio ns Club, 
spo nso r o f the gay sho w, rates him 
highly as a pro ducer . . . 
Spectato rs this y ear will have 
the o ppo rtunity to devo ur tho us­ 
ands o f prime co untry 
co lo nel 
white ears. . . Ko ch will transpo rt 
fo ur to ns to the festival to day , five 
to ns to mo rro w and 6V$ o n Satur­ 
day . . . 
These who pping lo ads will figure 
o ut at a Inuit fib,OOO ears. . . Last 
y ear hungry sho w go ers co nsum­ 
ed abo ut 50,000 ears. . . This is a 
far cry fro m the first y ear o f the 
festival when abo ut o nly SOO were 
eaten. . . His neat husking mach­ 
ine already is set up at the sho w 
gro unds. . . 
Lo cal fo lks may wo nder: “Ho w 
co me the fine quality co m with 
all this dry weather business?” . . . 
Ko ch has a so und and ready an­ 
swer . . . 
He say s his fields have been hit 
by perio dic and timely rains all 
thro ugh the summer. . . Fo r this 
he is ‘‘Thankful to Go d” . . . 
He made the firm statement that 
each spring he plants his cro p sup­ 
po rted by a stro ng faith in the 
lmrd . . . ’Phis y ear was no ex cep­ 
tio n. 


Kennedy Promotes Wirtz 
To Be Labor Secretary 


News Briefs 


WALTER J . GARNER 


The Bo ard o f Directo rs o f The 
Savings Bank to day named Wal­ 
ter J. Garner, 255 Sunset Drive, 
as the new ex ecutive vice presi 
dent and cashier o f the lo cal fi­ 
nancial institutio n. 
Ga mer, 
a n 
emplo y e o f the 
ba nk fo r the pa st 16 y ea rs, 
was 
elected by the bo a rd to repla ce 
J . C. Ya n Pelt who 
died la st 
mo nth. 
At the same time, Lawrence E 


ANN ARBOR, Mich. (AB)—As-1 
tro naut Jo hn Glenn advised an j 
assembly o f Ex plo rer Sco uts here 
to 
keep 
a 
spiritual 
center 
in 
their lives to “ give y o u directio n 
and purpo se.” 
Do thai, he said in a tape 
reco rded 
message, 
"and 
there 
will be no need to lo o k further 
fo r the leaders o f to mo rro w,” 
The message was play ed 
fo r 
so me 3,200 sco uts at the cissing 
o f the 
First Natio nal 
Ex plo rer 
Co nference at the University o f 
Michigan Wednesday . 


JFK Says Test 
Need Growing 
Ban Treaty 
More Acute 


U.S. Farmers 


Balloting on 


Wheat Vote 


ZANESVILLE, Ohio (AP)—Ray 
Flo wers, 51, o f Chandlerville in 
Muskingum 
Co unty 
apparently 
sho t and killed himself Wednes­ 
day , a few ho urs befo re he was to 
appear in 
N e w a r k 
Municipal 
Co urt o n a charge o f driving while 
into x icated, ths Highway Patro l 
repo rted. 
Flo wers was cited fo llo wing a 
thiec-car accident o n Ohio 16, six 
miles east o f Newark, .Saturday 
Priest, Ro ute 3, was emplo y ed as night. Five perso na were injured 
assistant cashier. Priest recently in the co llisio n, no ne serio usly . 
returned fro m France where he 
----- - 
served nine mo nths with the Ohio 
CLEVELAND (AP) — Two 23- 
Air Natio nal Guard. Prio r to that y ear o ld Cleveland men wert in 
he was asso ciated fo r six 
y ears Cuy aho ga Co unty Jail in lieu o f 
with the City Lo an Co . 
o n 
W. $1,500 bo nd to day awaiting hear* 
Main St. 
ings o n draft evasio n charges. 
Gamer, a native o f Circleville, 
Kenneth M. Campbell and Will 
is a 19 46 graduate o f Circleville Duncan were arrested by FBI 
High Scho o l. After graduatio n he agent* 
Wednesday 
in 
a crack- 
went to wo rk fo r the bank, kno wn do wn o n men who igno re draft 
then as Tile Circleville Savings no ard 
no tices. 
They 
demanded 


‘ I must po int o ut again that in 
o rder to end testing, we must have 
wo rkable 
internatio nal 
agree­ 
ments, " Kennedy said, “ Gentle* I 
men’s agreements and mo rato ria 
do no t pro vide the ty pes o f guar- 
antees that are necessary .” 
Kennedy warned that when o ne 
nuclear 
weapo ns 
go es 
o ff, 
“ it 
may mean they all go o ff.” 
“Tho se who o ppo se an agree­ 
ment,” he said so lemnly , “ sho uld 
co nsider what o ur security will 
lo o k like at the end o f the decade j 
if we do no t have the agreement.” 
One o f the president’s o pening 
statements was o n nuclear testing 
and he was returned to the sub-i 
ject again and again in a meeting 
with newsmen that pro duced these 
o ther items: 


Goldberg Named 


As Justice of 


Supreme Court 


Frankfurter Resigns 
After 23 Colorful 
Years on H i g h Bench 


WASHINGTON (AP (—President 
Kennedy to day named Undersec 
! retary o f Labo r W. Willard Wirtz 
I to succeed Supreme 
Co urt 
Jus 
tice-designate Arthur J. Go ldberg 
as secretary o f labo r. 
Kennedy perso nally anno unced 
his selectio n at a news co nfer 
ence. 
The President said Wirtz, 50, 
meeting befo re the U.N. General, arise if Katanga is no t integrated! has served with distinctio n as un 
Assembly co nvenes nex t mo nth. 
in the Co ngo . 


WASHINGTON 
(AP)— Presi-» tho se 
who 
make 
the 
stro ngest; 
In reply to questio ns o n o ther 
dent Kennedy say s the po ssibility j s p e e c h e s 
aganst Co mmunist to pics, Kennedy said' 
o f IO o r 15 nuclear po wers by the mo vements are the o nes who want 
j 
Go vernment agencies are inves- 
end o f the decade undersco res the to cut this pro gram the hardest.” ligating po ssible dangero us side- 
need fo r an enfo rceable treaty ; 
—The United States has no evi- effects fro m the widespread use 
banning all ato mic tests. 
dence that Russian tro o ps have o f 
DDT 
and 
o ther 
pesticides, 
The President to ld his news co n- mo ved into Cuba 
and 
Kennedy farmers 
withho lding 
meats 
and 
felo n ce Wednesday he and all the thinks 
an 
invasio n 
o f 
the grains fro m the market are try ing 
wo rld wo uld welco me a cessatio n Co mmunist - aligned Caribbean to get higher prices, no t deprive 
o f testing by nex t New Year’s co untry wo uld be a mistake that co nsumers o f their pro ducts. 
Day 
But he made clear, So viet co uld 1<>ad “t0 v c r'J serio us co n-! 
Po rno graphic 
o bjectio n ’ to internatio nal ’ inspec- i sequences fo r many peo ple ” 
tio n dims the ho pes o f an agree 
ment. 


literature 
‘s “ a 
matter o f co ncern fo r parents,” 
Kennedy said he is no t fa mill-1 but abo ut all o fficials can do is 
ar with any Russian pro po sal fo r enfo rce the laws as interpreted by 
a meeting in Berlin o f the fo ur the 
co urts; 
the 
United 
States 
o ccupy ing po wers to discuss the stro ngly suppo rts Cambo dia s in­ 
divided city ’s future, but he said dependence 
and 
neutrality ; 
“ a 
there will be a fo reign ministers very 
critical 
situatio n” 
wo uld 


Lutheran Contract Awarded; 


Worship Schedule Changed 


A co ntract fo r co nstructio n o f 
the new Trinity Lutheran Church 
here has been awarded to the Do n 
King Co . o f Jackso n, O. 
The Jackso n firm submitted a 
lo w bid o f *347.OOO. The ne w 
church will be built at the pres­ 
ent lo catio n o n E. Mo und St. 


fo r 155 in the balco ny and 70 in the 
narthex . 
The new co nstructio n will pro ­ 
vide additio nal Sunday Scho o l fac­ 
ilities, a church o ffice, pasto r’s 
study , cho ir ro o ms and a church 
parlo r. 


WASHINGTON 
(AP)—The 
na­ 
tio n’s wheat farmers t allo t to day 
o n return to a go vernment c o n- 
tro l pro gram under which cur 
rent surpluses were piled up. 
The pro gram was submitted by 
Secretary o f Agriculture 
Orville 
L. Freeman under requirement 
it 
law. He had so ught unsuccessful­ 
ly to get Co ngress to autho rize a 


—Asso ciate Justice Felix Frank- 
Wo rship in the present Trinity 
furler, 79 and ill, is retiring after j Lutheran building will be co nduct* 
. . . 
. . 
, 
„ 
- 
,23 y ears o n the Supreme Co urt ed fo r the last time this Sunday , 
and Banking Co ., a* bo o kkeeper. J hearings which U.S. Co mmissio n- 
^ Kennedy has selected Secre- During 
the 
perio d 
o f building, 
He later assumed duties as teller) 
t r Herbert A. Ho rn set fo r nex t | 
<>f Labo r 
j Go ldberg church service will be held at 8 
until 19 52 when he went o n active Wednesday . 
duty with the U. S. Army Signal 
Co rp*. He served 21 mo nth* o f his 
two -y ear *tint in Japan. 


Campbell, scheduled to be In­ 
ducted last Mo nday , to ld agents 
he wo uld no t sho w up fo r induc­ 
tio n because “ I just do n’t want 
to go , that’s all.” 


MOSCOW (AP)— Acting Secre­ 
tary -General U Thant said to day 
So viet Premier Khrushchev to ld 
h» m he has no plans to attend the 
U.N. General Assembly o pening 
nex t mo nth. But Thant said that 


Dayton Policemen 


Face Arraignment 


PORTSMOUTH. Ohio (AP) 
Two Day to n po licemen face ar­ 
raignment o n charges stemming 
fro m the burglary o f the Eaglet’ 
Lo dge in nearby New Bo sto n. 
Jo seph Arthur Kindy , 38, and 
Henry C. Taulbee Jr., 29 , are 
charged with sho o ting to kill and 
ti eaking and entering. 
Further 
legal 
actio n 
awaits 
their release fro m Chillico the Ho s­ 
pital. Bo th men suffered severe 
injuries when their speeding auto ­ 
mo bile crashed into a ro adblo ck 
ret up by Chillico the po lice Tues­ 
day mo rning to halt the car. 
The chase fo llo wed disco very o f 
the $156 burglary , Ro ger Henso n 
o t Scio to viile, who repo rted the 
burglary , said o ne cf the 
fired sho ts at him 
lied to the ear. 


FOLLOWING 
h i a 
discharge 
fro m the service in 1954, he re­ 
turned to his banking career and 
was named assistant vice presi­ 
dent. Tile new bank head served 
in that capacity until his recent 
pro mo tio n. 
Gamer is a member o f the lo cal 
driving ! tighter pro gram in time fo r sub-1 BPO Elks Ix x ige, Knights o f I >th- K h r u s h c h e v Hid no t rule o ut a 
Mas and 
American 
I*Klo n. 
ll* Yi« it later ta the aaaembly seaso n. 
presently is chairman o f the Pick-1 
_ _ _ _ _ 
_ _ _ _ _ _ 
away ('minty Ba nkera A am . 
I 
BOWLING GREEN, Ohi (AP) 
Ile la married to the fo rmer 
March, a Bo wl 
Amelia I*» mley . They have 
tw o 1 
children, a so n, 9 , and a daugh­ 
ter, 7. 
Priest is a na tiv e o f Co sho c­ 
to n. 
Ile 
a ttended 
Ohio 
Sta te 
Univ ersity a nd Ho we Milita ry 
, Scho o l at Ho we, Ind. 
» 
> 1 
u . 
l a ne * 
hi.., 
The new assistant cashier la a 
Appro val 
>y 
a 
, tirw 
* member o f the Circleville Junio r 
t h i r ds ^ the grc w^ra 
g 
Chamber o f Co mmerce and past 
required. VV h e a t co ntro ls ha,e 
„f th(, nvio o rMnlMlk„ 
. 
. , , . 
He is married (o 
Sho uld the pro gram he .bleated, 
Jenkins. 
farmers wo uld be tree to gro w i 
_ _ _ _ _ _ _ 
_ 


to fill the vacancy . 
—The 
President co nsiders the 
U.S. 
fo reign 
aid pro gram 
“ the 
mo st valuable weapo n immediate­ 
ly that we have o n the fro nt lines parish Ho list 
, a 
a1 
i r o 
n a a s 
_ 


p. rn. in the Presby terian Church, 
9 :15 a. rn. Sunday Scho o l in the 
Lutheran Parish Ho use and a 10:30 
a. rn. Wo rship Service also in the 


missio n at to day ’3 referendum. 
The pro gram establishes gro w­ 
er acreage planting allo tments to 
taling 55 millio n acre* and places 
marketing quo tas o n farms de ! 
signed to limit sales to amo unts | 
gro wn o n the allo tments 
Ex cess 
sale* wo uld be subject to a pen­ 
alty o f aro und $1.09 a bushel 
Wheat 
wo uld 
be 
suppo rted 
at 


against the Co mmunst advance.' 
and he finds “ it very iro nical that I 


Algeria Braced 


Against Rebels 


ALGIERS 
(AP)—Deputy 
Pre­ 
mier Ahmed Ben Bella’s Po litical 
Bureau called o n the regular army 
and lo y al guerrilla tro o ps to day to 
mo ve against rebellio us guerrillas | 
ho lding Algiers. 
Rebellio us guerrilla fo rces ho ld- I 
ing Algiers and tile Kaby lie Mo un* j 
tains called fo r all-o ut resistance 
against tro o ps repo rted mo ving to - j 
ward the capital. 
T e Po iticai Bureau said it had 
decided to call o n the lo y al fo rces 


- 
^ r c r - m 
d 
i r . o 
o rder and ensure tho security o f 


mg Green o steo path, pleaded in­ 
no cent 
in 
Wo o d 
Co unty 
Co urt 
Wednesday to a charge o f per­ 
fo rming an abo rtio n. 
The 
affidavit 
was signed by 
Ro bert F. Lentz o f To ledo , who 
alleged that tile o peratio n was per­ 
fo rmed o n his wife June. 
Judge 
E. E 
Bailey set bo nd 
fo r March at $1,000 pending ac- 


Jury . 


and market as much wheat a* 
they desired. Price suppo rts wo uld 
be reduced to alx rnt $1 21 a bu 
shel and wo uld be limited to tho se 
gro wers who planted within a1 
lo t ment*. 


Jail Doors Open 


For Clergymen 


ALBANY, 
Ga. 
(AP) 
— 
Jail 
do o rs have swung o pen fo r 20 po r­ 
no s, including 17 clergy men, ar 
rented fo r a racial pro test d e rn- 
men ! o nstratio n. Mo st, if no t all, o f the 
befo re Hwy I 55 still t>ehind bars planned to 
j gain release to day by po sting $200 
•............. ........ 
bo nds. 
Experts Give Advice 
I 
The 
spo tlight 
in 
this 
ra cia l 
On Alligator Capture 
MIAMI. Fa 
(AP)— After No r 
man L. Green fo und a pair o f 6- 
fo o t plus alligato rs rn a canal be- 


tro uble spo t s h i f t s during 
t h e 
afterno o n to U.S 
district Co urt, 
where a hearing was called o n a 
suit seeking to desegregate parks 
libraries and travel facilities in 
hind his ho me, tie called the Stat© Albany . 
Game and Fresh Water Fish Co m-, 
Mo re than 50 clergy men, mo stly 
missio n. 
fro m N o r t h e r n andMidwestern 
Tile co mmissio n said: 
cities, were amnng 54 white per- 
Take 
a 
heavy , 
three pro ng Hi 
ami 21 negro es Jailed T u e •- 
ho o k. Bait it with raw meat. At- Hay to r refusing to leave the sidc- 
tach a 4 fo o t steel leader to t h e wgjk in fro nt o f city hall whero 
ho o k. Attach 
a 
heavy 
ro |>e o r » jiey so ught to ho ld a pray er vigil 
chain to the leader. Attach the 
------------------------ 
ro pe o r chain to a p« (. When the , k 
G jv#I Hit Appro val 
gato r cho mps do wn o n the raw 


Akron Probers Free 


Boy in Death Case 


AKRON, Ohio (AP)—A 15-y ea r* 
o ld bo y who said he f o und 12- 
I y ear-o ld Mario n Brubaker’s nude 
1 bo dy in a wo o d* area near her 
| ho me has been released by Sum* 
I mit Co unty sheriff’s deputies after 
I being held 48 ho urs. 
The girl, daughter o f the Rev. 
I and Mrs. Clair D. Brubaker, was 
strangled o n her way ho me fro m 
a library Mo nday afterno o n. She 
was to l» e buried to day after serv- 
ices in the Millwo o d Chapel Co m* 
I munity Church, where her father 
I Is pasto r. 
A 19 y ear-o ld y o uth was ques­ 
tio ned in the case and held as 
a paro le vio lato r. But autho rities 
do ubted he is invo lved in t h e 


I slay ing. 
i 
Ano ther man who admitted be­ 
ing in the area abo ut the time 
the girl was killed was picked 
up Wednesday and questio ned. He 
! still was in custo dy to day . 


CHICAGO (AP)—Nearly 
22,000 
perso ns were killed 
in 
the na 
tio n'a traffic accidents in the first 
seven mo nths <»f this y ear, includ­ 
ing a reco rd to ll in July , the Na­ 
tio nal Safety Co uncil repo rts. 
The 
co uncil 
said 
the 
traffic 
death to ll fro m Jan. I to Aug I 
was 21.9 60, including 
3.840 
par­ 
so ns killed in July . 


ut! in Algeria. 
The 
regular 
army ’s 
chief o f 
staff, Co l. Ho uari Bo umediennt, 
declared Wednesday in Setif, east­ 
ern Algeria, that he was p re p a id 
to mo ve o n the capital whenever 
the 
Po litical 
Bureau 
instructed 
him to do so . 


MOBILE, Ala. (AP) — Po lice 
said a high scho o l senio r appar­ 
ently hanged himself because he 
failed to make Hie fo o tball team 
Way ne 
Erie 
Waldo , 
18, 
was 
fo und Wednesday hanging by a 
ro pe tied to a back po rch rail. 


BALTIMORE 
(AP) — Herbert 
Herman’s 
cleanliness 
helped 
a 
thief make a clean gel aw ay . 
Herman gave chase Wednesday 
when he saw a y o uth take a $200 
ring and 
a wallet co ntaining $94 
fro m his bedro o m. 
When the thief ran o ut the back 
do o r, Herman Mo pped sho rt, re­ 
membering he had been laking a 
•bo wer. 


Highway Cop 


All Gummed Up 


FINDLAY, Ohio (AP) —Temp- 
rarily at least, speeding mo to rists 
in this area aren’t being chewed 
cut by Highway Patro lman Jo hn 
Reed. 
Reed tried water skiing fo r the 
first time behind a bo at o perat 
ed o n the Sandusky River by Pa­ 
tro lman 
Jo hn Sc Glo sser o f 
tile 
Fremo nt Po st. 
Every thing was go ing smo o thly 
fo r the no vice o n the end o f the 
line 
when 
suddenly 
he 
go t 
a 
mo uthful o f water. He did what 
y o u wo uld do —spit it o ut — and 
with it went his upper plate. 


Lutheran Pasto r Carl Zehner to ­ 
day co mmended the co o peratio n o f 
the Presby terian Church during 
the co nstructio n perio d. He term­ 
ed it an ex ample o f the fine chris­ 
tian spirit enjo y ed by Circleville 
Churches. 
• • • 


BOYD MARTIN o f Co lumbus la 
the architect fo r the new church. 
The building will be o f mo dified 
go thic design. 
The main flo o r will seat 480. 
There will be additio nal seating 


California 


Fires Battled 


LOS ANGE! ES (AP)—Ex haust­ 
ed 
firefighters 
battled 
stubbo rn 
flareups to day o n brushfires rag 
ing thro ugho ut Califo rnia, amid 
warnings the state is a tinder­ 
bo x . 
The U. S. Fo rest Service eau 
tinned that co nditio n* may get 
wo rse o ver the Labo r Day week 
end. 
Six 
fires 
alte*uy 
h a ve 
| charred 42.000 acres since Sunday . 
In 
So uthern 
( j» m* inia, 
gusty 
I winds threaten’d to carry sparks 
c its cie the lints o f twin blaze* 
which have burned mo re than 17,- 
• o*»n acres in rugged ii o untains o n 


I the no rthern o utskirts o f Lo s An- 
geles. 
Lo * Angeles Co unty Fire Chief 
Keith Kimger estimate* damage | estimated to mean a 


Senate Shuns 


lax Proposal 


W ithholding Plan Gets 
Solon*' Cold Shoulder 


WASHINGTON 
(AP) — The 
Senate has turned do wn President 
Kennedy ’s pro po sal fo r a w i t h- j 
ho lding sy stem to wipe o ut tax j 
evasio n o n dividend and interest 
inco me. 
The defeat had been co nceded 
in advance by administratio n lead- j 
ers struggling to put the watered 
I 
do wn tax revisio n bill thro ugh tile 
• Senate. 
I 
But the size o f the vo te Wedne*- j 
day against withho lding — 66-20— I 
was a surprise even to the little 
gro up o f Demo crats who tried to I 
keep it in the hill. Only 19 Demo - 
1 ciats and o ne Republican. Jo hn 
Sherman Co o per o f Kentucky , sup- 
J po rted the President; 34 l)emo - 
j crats and 32 Republicans o ppo sed 
the pro visio n. 
There’s a chance the pro po sal 
will be salvaged in co nference be 
cause the Ho use included it in 
passing the measure in March. 
But the stro ngest advo cates o f the 
plan said their ho pe is slim, 
The Treasury estimated the divl 
j dend 
and 
interest 
withho lding 
plan wo uld bring in abo ut $9t« j 
millio n a y ear in tax es no w evad­ 
ed by failure to repo rt abo ut $3 
billio n at such inco me. 
This was to be Die biggest item 
in pay ing fo r the majo r feature 
o f Die bill—an investment credit 
to spur U.S. business to buy new 
machinery and equipment. 
Witho ut withho lding, the bill is 
substantial 
.I watershed o n4 structures—in 
clit .mg parts 
af 
Gnu 
Autry ’» 
mo vie ranch an I a co unty sani­ 
tarium—at mo rj than $3 millio n. 


M ayo r Gets Little HigK 
MIAMI, Fla. (AP)—“ May o r has 
5th—Gets Little High.” That head­ 
line in the Miami News to pped a 
sto ry reto rting Dial May o r and 
Mrs. Ro bert King High were pro ud 
parents o f a fifth child, Bo nnie Lo u 
High. 


annual deficit to the Treasury . 


Philippine W ar 


Dam age Bill O K d 


mea t a nd y o u’ve go t him ho o ked, 
•ho o t him. 


Keeping Score 


On The Rainfall 


R A I N F A L L F O R 14 I U H R P K H IOO 
F n dl n* » l I * 
Hi. 
US 
No rtiMl lur A ug u s t l o d a i s 
1.4 1 
A d i t a l fo r A m m i to d a t r 
, 9 ) 
III H I N H I SS I N I UKK 
A d i t a l ftinrr J a n u a r y I 
. . . 
23 17 
N o r m a l aine* J a nua r y I 
. . . 
ZI *7 
River (fret) 
...................... I SS 
Mo nr o e 
................ 
t : 9 7 
•Maria* 
....... fist 


To U.S. Arm s Proposal 
NEW YORK (AP) — Fo rmer 
President Dwight D. Eisenho wer 
sa id to dsy he tho ught the Istest 
US. disa rma ment p r o p o s a l s 
“ went a bo ut a s fa r ss a ny sa ne 
perso n co uld go .” 
But he a dded: “ Tile So v iets a s 
o f no w will no t a gree to a ny de­ 
ceit Inspectio n tha t wo uld giv e us 
sny co nfidence to go a hea d a nd 
disa rm.” 
Eisenho wer co mmented during 


Taxman Frowns at Barber's Teeth 


KANSAS CITY (AP) - The in­ 
co me tax peo ple are putting the 
bite o n Dale Gasper o n acco unt 
o f his false teeth. He traded hair­ 
cuts fo r Die dentures. 
The 25 y ear-o ld 
barber go t a 
bill fo r $45.07 
Wednesday , t w o 
day s after a go ro und o f mo re 
than two ho urs with Internal Rev 
emir Service agents. 
When Gasper arrived at the tax 
o ffice fo r the 
interview, in 
re 
spo use to a letter headed “ Reex - 
a shipbo a rd new* co nference on a mina tio n o f Inco me 
Tax Return’ 
his return fro m a fiv e-week to ur < the first agent he enco untered 
ha d 
I _ _ _ _ _..u 
ti 
o f a in Euro pea n co untries. 
a y ea r-o ld newspa per dipping. It 


to ld ho w Gasper, having bad teeth 
a nd little mo ney , go t a dentist to 
make him a set o f uppers in re­ 
turn fo r haircuts. 
“They said I had gained ex tra 
inco me by barter,” Gasper re­ 
lated. 
“ One dentist wanted to give 
me 
the teeth. I to ld him I didn t want 
charity . I asked the agent what 
wo uld ha v e havened if I had 
ta ken Die fiv e teeth—co uld they 
tax them. He said, ’No , that wo uld 
hhv e been a gift.’ 


fria ml o f tha i deuUa t who ma ds 


my 
teeth and he 
gave them to 
me. Then, because 
we’rfs friends, 
I wanted to give him so me hair­ 
cuts. Aren’t tho se gifts? 
“The agent said he co uld check 
and see whether the dentist and 
I were go o d friend*. 
“ So I said: ’Yo u mean I can’t 
cut 
any hair fo r 
free. I’ve go t 
fo ur bo y s and I cut their hair.” 
He said I hail a pint there, but 
he’d have to check, 
“ I to ld him abo ut a man who 
came into the barbersho p with a 
basket o f to mato es and asked me 
“ So I sa id may be I a m a g o * ll I’d cut his hair. He needed 
a 


Die agents that we’d better in 
elude the basket o f to mato es a* 
inco me. They said t w a s being 
verly technical.” 
Gasper vo lunteered that his den- 
Dst calculated the uppers, plus 
so me filling', in his lo wers, came 
to $251, But Gasper insisted ne 
wa* entitled to deduct wear and 
tear o n hi* clippers and shears, 
plus 
co mmissio ns 
wo 
the 
sho p 
o wner. 
The agent agreed aim disco unt­ 
ed the dental wo rk to $225 40. 
‘‘I wasn’t try ing to beat the go v­ 
ernment,” said Gasper, “ I just 


WASHINGTON (Al*)—President 
Kennedy 
signed 
t h e 
$73 millio n 
Philippine war damage bill to day 
ami ex pressed gratificatio n that 
mo st o f the mo ney will bt* rein 
vested in the Philippine eco no my . 
The White Ho use signing cere 
mo ny was witnessed by Secretary 
o f State Dean Rusk; a large gro up 
o f co ngressio nal leaders; the Phil­ 
ippine charge d affair***, Jo se Im­ 
perial, and visiting Philippine Sen 
Ro gelio de la Ro sa. 
The new allo tment, benefiting 
so me 86,000 claimants, wdl per 
mit co mpletio n o f pay ments to 
tho .*e awarded co mpensatio n fo r 
lo sses in Wo rld War II A 1946 ap 
pro priatio n o f $400 millio n pro ved 
insufficient. 


dersecretary since the beginning 
o f his administratio n. 
He added t h a t he is co nfident 
Wirtz 
will 
carry 
o n 
what 
he 
called the very fine traditio n set 
by Go ldberg in the field o f labo r- 
manageinervt relatio ns, 
Wirtz-has had lo ng ex perience 
in 
the 
labo r-management 
field. 
In 
19 46, he was chairman o f the 
Wage Stabilizatio n Bo ard. 
He 
also 
has 
taught 
law 
st 
No rthwestern University 
and 
at 
the University o f Io wa. 
Kennedy said he made the an 
no uncement 
“ with 
great 
p'eaa- 
’ are.” 
He described W’irtz ss an able 
lawy er urith lo ng ex perience in 
labo r-management relatio ns. 
Wirtz has served as an srbi- 
trato r in many labo r-management 
; disputes. 
Go ldberg 
has 
relied 
heavily 
upo n him fo r mediatio n and ne­ 
go tiatio ns in many disputes. 
Wirtz is a o ne-time law partner 
o f Adlai E. Stevenso n, no w U.S. 
ambassado r to the United Na* 
; tio ns. 
Tile labo r po st became vacant 
Wednesday when Kennedy select­ 
ed Go ldberg to succeed the retir­ 
ing Felix Frankfurter o n the U.S. 
s Supreme Co urt. 
Frankfurter, 
79 , 
suffered 
a 
stro ke April 5. His speech was im­ 
paired. He has been away fro m 
the co urt ever since. 
He 
wro te 
President 
Kennedy 
Tuesday o f his decisio n, and start­ 
ed o ff by citing “ 28 U.S.C. Sec. 371 
B, 68 Stat. 
12”—the s t a t u t a 
permitting his retirement. 
‘To retain my seat o n the basis 
o f a diminished wo rk schedule.” 
he said, “ wo uld no t co mpo rt with 
my o wn philo so phy o r with the 
demands o f the business o f the 
co urt. 
I ain thus left with no 
cho ice but to regard my perio d o f 
active service o n the co urt as hav­ 
ing nm its co urse.” 
In a warm letter o f reply . Ken­ 
nedy vo iced fo r himself and all 
Americans “ o ur respectful grati­ 
tude fo r the character, co urage, 
learning and 
judicial dedicatio n 
with which y o u have served y o ur 
co untry o ver the last 23 y ears.” 
It was characteristic, he said, that 
Frankfurter had taken the judg­ 
ment o f his do cto rs and “ set it 
sternly against y o ur o wn demand­ 
ing standard o f judicial effective 
ness ” 
Go ldberg happened to tx* at the 
White Ho use abo ut that time. 'Ihe 
President was sending him to Chi- 
cago to try to head o ff a strike 
o f telegraphers against die Chica* 
go and No rth Western Railway , 
and they had been talking abo ut 
the dispute. 
Kennedy , an side said, to ld the. 
secretary o f Frankfurter’* retire­ 
ment, discussed the questio n o f 
a 
successo r, 
o ffered 
Go ldberg the 
po sitio n and received an im medi­ 
ate acceptance. 
it o ntintied o n Page 3» 


ha ircut, so ! did. I suggested to j tho ught it wa s a a a wn swa y . 


5,000 Babies Deformed 
BONN, Germany (AP)—An est! 
mated 5,000 German children have 
been defo rmed by thalido mide ta 
ken by the mo thers during preg 
nancy , a West German healUi o f 
ficia i sa id Wednesda y . 


Hoover Jokes, Calls O H 
Evening's Canasta Game 
NEW YURK (AP) —-s In disco m­ 
fo rt 
after a majo r 
o peratio n- 
sweating it o ut while ho spital |*a- 
Bio lo gists wo rk in the lalx iralo rv 
to determine whether hi* intesti­ 
nal tumo r 
was 
cancero us—Her 
hert Ho o ver, 88, still ran make a 
Jo ke. 
“There will In* rn canasta to ­ 
night,” he called md as hts two 
so n*—-Herbert J r , so d Allan—deft 
his ho spital ro o m after a 15 minute 
visit Wednesday . 
Hie Jest bro ught a laugh all 
aro und. 
Ho o ver la a dedica ted ca na sta 
pla>er, and o ften play ed with Al 
ta n a nd his wile, Margaret. 


Fair and Warm 


Sunny and hot today. Fair and 
warm tonight, Continued hot to* 
morrow with a cham? of shower*. 
Yesterday’a 
high, 
89; 
low, 
54. 
High today, HK HO, I-ow tonight:, OO* 
03. High tomorrow, 90 92. 
T h e C ir c l e v il l e H er a ld 
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news coverage. 
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Jordan, Arabia 


Plan To Merge 


Their Armies 


A ncient M iddle East 
Feud Ends; Economic 
Agreem ent Is Set Up 


AMMAN, .Ionian (AP) — Bury­ 
ing the decades old feud between 
their dynasties, Kings Hussein of 
.Ionian and Saud of Saudi Arabia 
have agreed to merge their na 
lions’ military forces, coordinate 
their economies and 
present a 
united front rn Arab and world af­ 
fairs. 
Hussein 
and 
Saud 
announced 
their plans for comprehensive uni­ 
ty of the Western-allied Middle 
East nations in a joint statement 
issued in Amman and Mecca on 
Wednesday night. 
They called on all other Arab 
states to join in their agreements, 
but it was obvious they did not 
expect President Nasser’s United 
Arab Republic, for one, to aceept 
the invitation. They accused Nas 
aer of shattering Arab unity. 
The statement was released a 
few hours atter Hussein returned 
to Amman from a three-day meet­ 
ing with Saud at Taif, Saudi Ara­ 
bia. The two monarchs agreed on 
•’complete 
military 
unity” 
and 
•’the establishment of a common 
command for the t w a armed for­ 
ces immediately.” 
Impoverished, agricultural Jor­ 
dan and oil-rich Saudi Arabia will 
coordinate 
economic policy 
and 
eliminate all restrictions on the 
movement of persons, goods and 
capital between the two countries, 
the monarchs said. They will set 
tie their border problems imme­ 
diately, they added. 
Cooperation 
and 
coordination 
also were agreed upon in all cul- 


nun. 
Once 
Around 
Roundtown 
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W. (J. KOCH, Route 2, depart­ 
ed today for Millersport with what 
he described as his finest crop of 
sweetcorn ever. . . 
What’s so special about this?. . . 
It so happens that Koch provides 
aB 
the 
corn 
for 
the 
annual 
Millersport 
Sweetcorn 
Festival 
which 
opens 
today 
and 
runs 
through Saturday . . . 
Koch, an established sweetcorn 
specialist, will Ik* 
marking 
his 
ninth year as provider for the 
namesake delicacy for the Millers­ 
port event . . . The Lions Club, 
sponsor of the gay show, rates him 
highly as a producer . . . 
Spectators this year will have 
the opportunity to devour thous­ 
ands of prime country 
colonel 
white ears. . , Koch will transport 
four tons to the festival today, five 
tons tomorrow and 61a on Satur­ 
day. . . 
These whopping loads will figure 
out at alwut 60,(HK) ears. . . Last 
year hungry show goers consum­ 
ed about 50,000 ears. . . This is a 
far cry from the first year of the? 
festival when about only 300 were 
eaten. . . His neat husking mach­ 
ine already is set up at the show 
grounds. . . 
Local folks may wonder: ’’How 
come the fine quality corn with 
all this dry weather business?” . . . 
Koch has a {sound and ready an­ 
swer , . . 
He says his fields have been hit 
by periodic and timely rains all 
through the summer. . . For this 
Ik* is “Thankful to Cod”. . , 
He made the firm statement that 
each spring he plants his crop sup- 


Walter Garner 


Named Head of 


Savings Bank 


Directors Select 


Lawrence Priest as 
Assistant Cashier 
Kennedy Promotes W irtz 
To Be Labor Secretary 


News Briefs 


ANN ARBOR, Mich. (AP)—As-1 
tronaut John Glenn advised an ; 
assembly of Explorer Scouts here 
to 
keep 
a 
spiritual 
center 
in 
their lives to “give you direction 
and purpose.” 


JFK Says Test 
Need Growing 
Ban Treaty 
More Acute 


tural and administrative affa us 
by a stronfi fai(h in the 


WALTER J. GARNER 


The Board of Directors of The 
Savings Bank today named Wal­ 
ter J. Garner, 235 Sunset Drive, 
as the new executive vice presi 
dent and cashier of the local fi­ 
nancial institution. 
Garner, 
an 
employe 
of 
the 
bank for the past 16 years, was 
elected by the hoard to replace 
J. C. Van Pelt who 
died last 
month. 
At the same time, Lawrence E. 
Priest, Route 3, was employed as 
assistant cashier. Priest recently 
returned from Prance where he 
served nine months with the Ohio 


WASHINGTON 
(AP)— Presi-(those 
who 
make 
the 
strongest) 
In reply to questions on other: 
dent Kennedy says the possibility s p e e c h e s 
aganst Communist! topics, Kennedy said: 
of IO or 15 
nuclear powers by the movements are the ones who want Government agencies are inves- 
Do that, he said in a tape- 
end of the decade underscores the! 
to cut this program the hardest,” ligating possible dangerous side- 
recorded 
message, 
“ and 
there 
need for an enforceable treaty 
, 
—The United States has no evi- effects from the widespread use j 
will be no need to look further j 
banning all atomic tests. donee 
that Russian troops have of 
DDT 
and 
other 
pesticides, j 
for the leaders of tomorrow.” 
| 
Th** President told his news con moved into Cuba and 
Kennedy farmers withholding 
meats 
and 
The message was played for 
ference Wednesday he and all the thinks an 
invasion 
of 
the grains from the market are trying 
some 3,200 scouts at the cissing i 
world would welcome a cessation Communist - 
aligned 
Caribbean to get higher prices, 
not deprive 
of the 
First National 
Explorer 
f>f testing by next New Year’s 
country would be a mistake that consumers of their products. 
Conference at the University of 
Day. But, he made clear, Soviet 
could lead “ to very serious con-: 
Pornographic 
literature 
s “ a 
Michigan Wednesday. 
objection to international inspect sequences for many people” 
matter of concern for parents,” 
* 
tion dims the hopes of an agree 
ZANESVILLE, Ohio (AP)—Ray ment. 
Flowers, 51, of Chandlersvdle in 
Muskingum 
County 
apparently 
shot and killed himself Wednes­ 
day, a few hours before he was to 
appear in N e w a r k Municipal 
Court on a charge of driving while 
intoxicated, the Highway Patrol 
reported. 
Flowers was cited following a 
three-car accident on Ohio lb, six 
miles east of Newark, Saturday 
night. Five persons were injured 
in the collision, none seriously. 


CLEVELAND (AP) — Two 23- 


Lord 
tion. 
. This year was no excep- 
and in the field of national guid 
*mce and information. 
In agreeing to coordinate “ Arab 
and foreign policy,” the monarchs 
reaffirmed common enmity of Is­ 
rael. They pledged to “ act within 
a unified plan to restore at all 
cost sacred Arab rights in Pales 
tine.” 
Despite 
their long 
feud, 
the 
Hashemite and Saudi kingdoms 
have been drawn closer together 
in recent years because of com 
mon dislike for Nasser, hi* Arab 
socialism and his power grabs. 
Cairo radio has urged repeatedly 
the overthrow of both Hussein 
and Saud. 
The Hashemite-Saudi feud dates 
from the late 19th Century when 
both fought for supremacy over 
the Arab Peninsula. In the early 
1920s, Saud’s father, the late King 
Jbn Saud, succeeded in driving 
hussein’s 
grandfather, 
the 
late 
King Abdullah, out of what has 
become a great desert oil emp re 
of the Saudis. The British later 
set Abdullah up as monarch over 
independent Jordan and installed 
signed to limit sales to amounts 
his brother, Fe taal I, a* king of 
grown on the allotments 
Excess 


Air National Guard. Prior to that year old Cleveland men wert in 


U.S. Farmers 


Balloting on 


Wheat Vote 


WASHINGTON 
(AP)—The 
na­ 
tion’s wheat farmers t allot today 
on return to a government c o n - 
tiol program un lor which cur 
rent surpluses were piled up. 
The program wa a submitted by 
Secretary of Agriculture 
Orville 
L. Freeman under requirement af 
law. He had sought unsuccessful­ 
ly to get Congress to authorize a 
tighter program in time for sub­ 
mission at today’3 referendum. 
The program establishes grow­ 
er acreage planting allotments to 
taling 55 million acres and places 
marketing quotas on farms de 


he was associated for six 
years 
with the City Loan Co. 
on W. 
Main St. 
Garner, a native of Circleville, 
is a 1946 graduate of Circleville 
High School. After graduation he 
went to work for the hank, known 
then as The Circleville Savings 
and Banking Co., as bookkeeper. 
He later assumed duties as teller 
until 1952 when he went on active 
duty with the U. S. Army Signal 
Corps. He served 21 months of his 
two-year stint in Japan. 


Cuyahoga County Jail in lieu of 
$1 500 bond today awaiting hear­ 
ings on draft evasion charges. 
Kenneth M. Campbell and Will 
Duncan were arrested by FBI 
agents 
Wednesday 
in a 
crack­ 
down on men who ignore draft 
noard 
notices. 
They 
demanded 
bearings which U S, Commission­ 
er Herbert A. Horn set for next 
Wednesday. 
Campbell, scheduled to be In­ 
ducted last Monday, told agents 
he would not show' up for induc­ 
tion because “ I just don’t want 
to go, that’s all.” 


*1 must, point out again that In 
order to end testing, we must have 
workable 
international 
agree­ 
ments,” Kennedy said. “ Gentle-1 
men’s agreements and moratoria 
do not provide the types of guar­ 
antees that are necessary.” 
Kennedy warned that when one 
nuclear 
weapons 
goes 
off, 
“ it 
may mean they all go off.” 
“Those who oppose an agree­ 
ment,” he said solemnly, “ should 
consider what our security will 
look like at the end of the decade 
if we do not have tile agreement.” 
One of the president’s opening 
statements was on nuclear testing 
and he was returned to the sub­ 
ject again and again in a meeting 
with newsmen that produced these 
other items: 
—Associate Justice Felix Frank- 


—Kennedy said he «s not famili-j but about all officials can do is | 
ar with any Russian proposal for 
enforce the laws as interpreted by; 
a meeting in Berlin of the four 
the 
courts; 
the 
United 
States! 
occupying powers to discuss the 
strongly supports Cambodia s in-; 
divided city’s future, but he said dependence 
and 
neutrality: 
“ a ence* 
there will he a foreign ministers 
very 
critical 
situation” 
would, The President 
said Wirtz. 
50, 
meeting before the U.N. General , arise if Katanga is not integrated * has served 
with distinction as un- 


Goldberg Named 


As Justice of 


Supreme Court 


Frankfurter Resigns 
A fter 23 Colorful 
Years on High Bench 


WASHINGTON (AP >—President 
Kennedy today named Undersec 
retary of Labor W. Willard Wirtz 
to succeed Supreme 
Court 
Jus 
tice-designate Arthur J. Goldberg 
as secretary of labor. 
Kennedy personally 
announced 
his selection at a news confer 


Assembly convenes next month. 
in the Congo. 


Lutheran Contract Awarded; 


Worship Schedule Changed 


A contract for construction of 
the new Trinity Lutheran Church 
here has been awarded to the Don 
King Co. of Jackson, O. 
The Jackson firm submitted a 
low hid of 5347,000. The n e w 
church will be built at the pres- 
ent location on E. Mound St. 


for 155 in the balcony and 70 in the 
narthex. 
The new construction will pro­ 
vide additional Sunday School fac­ 
ilities, a church office, pastor’s 
study, choir rooms and a church , 
parlor. 


FOLLOWING 
h i a 
discharge 
from the service in 1954, he re­ 
turned to his banking career and 
was named assistant vice presi- „ 
Genertl „ Thant 5aid t0<jav 
dent. The new hank head served 0m 
,,___L.,_____________ . ,~i!i 


MOSCOW (AP)— Acting Secre- 


neighbring Iraq. 


Dayton Policemen 


Face Arraignment 


"PORTSMOUTH, Ohio (AP) — 
Two Dayton policemen face ar­ 
raignment on charges stemming 
from the burglary al the Eagles’ 
Lodge in nearby New Boston. 
Joseph Arthur Kindy, 38, and 
Henry C. Taulbee Jr., 29, are 
charged wild shooting to kill and 
hi raking and entering. 
Further 
legal 
action 
awaits 
their release from Chillicothe Hos­ 
pital. Both men suffered severe 
Injuries when their speeding auto­ 
mobile crashed into a roadblock 
ret up by Chillicothe police Tues­ 
day morning to halt the ear. 
The chase followed discovery of 
the $156 burglary. Roger Henson 
ol Sciotoville, who reported the 
burglary, said one of the men 
fired shots at him before they 
lied to the car. 


sales would he subject to a pen­ 
alty of around $1.09 a bushel 
Wheat 
would 
be 
supported 
at 
$1.82. 
Approval 
by at 
l e a s t 
two- 
thirds of the growers voting is 
required. W h e a t controls have 
never been defeated. 
Should the program be defeated, 
farmers would be Irct to grow 


I and market as much wheat as 
I they desired. Price supports would 
br. reduced to ai>out GI 21 a bu 
shel and would he limited to those 
growers who planted within a1 
lot merits. 


Jail Doors Open 


For Clergymen 


ALBANY, 
Ga. 
(AP) 
— 
Jail 
doors have swung open for 20 per­ 
sons, including 17 clergymen, a r­ 
rested for a racial protest d e rn- 
onstration. Most, if not all. of the 
55 still behind bars planned to 
gain release today by posting $200 
bonds. 
The 
spotlight 
in 
this 
racial 
trouble spot s h i f t s during t h e 
afternoon to U S 
district Court, 
where a hearing was called on a 


Soviet Premier Khrushchev told 
him he has no plans to attend the 
U.N. General Assembly opening 
next month. But Thant said that 
Khrushchev did not rule out a 
visit later in the assembly session. 


in that capacity until his recent 
promotion. 
Garner is a member of the local 
BPO Elks lanlge, Knights of Pyth­ 
ias 
ami 
American 
Legion. 
He 
presently is chairman of the Pick­ 
away County Bankers Assn, 
He is married to the 
former 
Amelia Ix*mley. They have two 
children, a son, 9, and a daugh­ 
ter. 7. 
Priest is a native of Coshoc­ 
ton. 
Ile 
attended 
Ohio 
State 
University and 
Howe 
Military 
School at Howe, Ind. 
The new assistant cashier is a 
alleged that the operation was per* 
member of the Circleville Junior j formed on his wife June. 
Chamber of Commerce and past 
Judge E. E. Bailey set bond 
president of the civic organization. ! for March at $1,000 pending ac­ 
ne is married lo the former tion 
by 
tilt 
September 
Grand 
Owen Jenkins. 


BOWLING GREEN, Ohi (AP) 
—Dr. Dallas E. March, a Bowl­ 
ing Green osteopath, pleaded in­ 
nocent 
in 
Wood 
County 
Court 
Wednesday to a charge of per­ 
forming an abortion. 
The 
affidavit was signed by 
Robert F. Lentz of Toledo, who 


Jury. 


Worship in the present Trinity 
furler, 79 and ill, is retiring after; Lutheran building will he conduct- 
23 years on the Supreme Court ed for the last time this Sunday, 
and Kennedy has selected Secre- j During the 
period of building, 
tary of Labor Arthur J. Goldberg church service will be held at 8 
to fill the vacancy. 
—The President considers the 
US. foreign aid program 
“the 
most valuable weapon immediate­ 
ly that we have on the front lines 
against the Communst advance,” 
and he finds “it very ironical that 


Akron Probers Free 


Boy in Death Case 


AKRON, Ohio (AP)—A 15 year- 
old boy who said he f o u n d 12- 
year-old Marion Brubaker’s nude 
body in a woods area near her 
home has been released by Sum­ 
mit County sheriffs deputies after 
being held 48 hours. 
The girl, daughter of the Rev. 


CHICAGO (AP)—Nearly 
22,000 
persons were killed 
in 
the na 
tion’s traffic accidents in the first 
seven months of this year, includ­ 
ing a record toll in July, the Na­ 
tional Safety Council reports. 
The 
council 
said 
the 
traffic 
death toll from Jan. I to Aug I 
was 21,fMiO, including 
3,840 per­ 
sons killed in July. 


MOBILE, Ala. (AP) — Police 
said a high school senior appar- 
and Mrs. Clair I). Brubaker, was ently hanged himself because he 


Experts Give Advice 
On A lligato r Capture 
MIAMI, Fa 
(AP)— After Nor 
man L. Green found a pair of 6- 
seeking to desegregate parks 
foot plus alligators in a canal be- libraries and travel facilities in 
hind his home, In* called tilt* State Albany. 
Game and Fresh Water Fish Com-j 
More than 50 clergymen, mostly 
mission. 
from N o r t h e r n andMidwestern 
Hie commission said: 
cities, were amnng 54 white per- 
Take 
a 
heavy, 
three pronged Bana and 21 negroes jailed T u n - 
hook. Bait it with raw meat. At- j (*ay lor refusing to leave the side- 
tach a 4-foot steel loader to t h e Wa)k in front of city hall where 
hook. 
Attach a 
heavy 
rojxe or »ney sought to hold a prayer vigil 
chain to the leader. Attach the! 
________________ 
rope or chain to a post. When the 
gator chomps down on the raw 
meat ami you’ve got him hooked, 
•hoot him. 


Keeping Score 


On The Rainfall 


r a i n f a l l roe. n n o m ruction 
I-ruling at I a. b i . 
No r m a l (or August to data 
Actual tor Au«u*l Ut date 
III KINI) I M INCHES 
Actual kine* J a n u a r y I 
. . . . 
No r m a l wine* J a n u a r y I 
Ri ver (Sett) 
.................... 
NunrUr 
............................. 
anuria* 


.OO 
Its.93 
SS 17 
IS 97 
I SS 
8 : 9 7 
fist 


Ike Gives H is Approval 
To U.S. A rm s Proposal 
NEW YORK (AP) — Former 
President Dwight D. Eisenhower 
said Imlay he thought the latest 
U.S. disarmament p r o p o s a l s 
“ went about as far as any sane 
person could go.” 
But he added: “The Soviets as 
of now will not agree to any de­ 
cent Inspection that would give us 
any confidence to go ahead and 
disarm ” 


strangled on her way home from 
a library Monday afternoon. She 
was to In* buried today after serv­ 
ices in the Millwood Chapel Com­ 
munity Church, where her lather 
is pastor. 
A 19 year-old youth was ques­ 
tioned in the case and held as 
a parole violator. But authorities 
doubted he is involved in t h e 
slaying. 
Another man who admitted be­ 
ing in the area 
a b o u t the time 
the girl was killed was picked 
up Wednesday and questioned. He 
still was in custody today. 


failed to make the football team 
Wayne 
Erie 
Waldo, 
18, 
was 
found Wednesday hanging by a 
rope tied to a back porch rail. 


BALTIMORE 
(AP) — Herbert 
Herman’s 
cleanliness 
helped 
a 
thief make a clean getaway. 
Herman gave chase Wednesday 
when he saw a youth take a $200 
ring and a wallet containing $94 
from his bedroom. 
When the thief ran out the hack 
door, Herman stopped short, re­ 
membering he had been taking a 
shower. 


Algeria Braced 


Against Rebels 


ALGIERS 
(AP)—Deputy 
Pre­ 
mier Ahmed Ben Bella’s Political 
Bureau called on the regular army 
and loyal guerrilla troops today to 
move against rebellious guerrillas 
holding Algiers. 
Rebellious guerrilla forces hold­ 
ing Algiers and the Kabylie Moun­ 
tains called for all-out resistance 
against troops reported moving to­ 
ward the capital. 
T e Poitical Bureau said it had 
decided to call on the loyal forces 
to dispatch to Algiers the detach­ 
ments necessary to re-establish 
order and ensure tho security of 
all in Algeria. 
Tho 
regular army’s 
chief of 
staff, Col. Houari Boumedienne, 
declared Wednesday in Setif, east­ 
ern Algeria, that he was prepared 
to move on the capital whenever 
the 
Political 
Bureau 
instructed 
him to do so. 


p. rn. in the Presbyterian Church, j 
9:15 a. rn. Sunday School in the 
Lutheran Parish House and a 10:30 . 
a. rn. Worship Service also in the 
Parish House. 
Lutheran Pastor Carl Zehner to- ■ 
day commended the cooperation of I 
the Presbyterian Church during 
the construction period. He term­ 
ed it an example of the fine chris­ 
tian spirit enjoyed by Circleville 
Churches. 
• • • 


BOYD MARTIN of Columbus is 
the architect for the new church. 
The building will be of modified 
gothic design. 
The main floor will seat 480. 
There will be additional seating 


California 


Fires Battled 


LOS ANGE! ES (AP)—Exhaust­ 
ed firefighters 
battled stubborn 
flareups today on brushfires rag 
ing throughout California, amid 
warnings the state is a tinder­ 
box. 
The ll. S. Forest Service eau 
tinned that condition* may get 
worse over the Labor Day week 
end. 
Six 
fires 
adeptly 
h a v e 
charred 42,000 acres since Sunday. 
In Southern 
(amninia, 
gusty 
winds threaten'd to carry sparks 
cjtsd e the lines of twin blazes 
which have burned more than 17, 


dersecretary since the beginning 
of his administration. 
He added t h a t he is confident 
Wirtz 
will 
carry 
on 
what 
he 
called the very fine tradition set 
by Goldberg in the field of labor- 
management relations. 
W irtz - has had long experience 
in 
the 
labor-management 
field. 
In 1946, he was chairman of the 
Wage Stabilization Board. 
He 
also 
has 
taught 
law 
st 
Northwestern University 
and 
at 
the University of Iowa. 
Kennedy said he made the an 
nouncement “ with 
great 
p'eas- 
ure.” 
He described Wirtz as an able 
lawyer wuth long experience in 
labor-management relations. 
W’irtz has served as an arbi- 
t irater in many labor-management 
; disputes. 
Goldberg 
has 
relied 
heavily 
upon him for mediation and ne 
gotiations in many disputes. 
Wirtz is a one-time law partner 
of Adlai E. Stevenson, now U.S. 
ambassador to the United Na­ 
tions. 
The labor post became vacant 
Wednesday when Kennedy select­ 
ed Goldberg to succeed the retir- 
j ing Felix Frankfurter on the U S, 
Supreme Court. 
Frankfurter, 
79, 
suffered 
a 
stroke April 5. His speech was im­ 
paired. He has been away from 
the court ever since. 
He 
wrote 
President 
Kennedy 
Tuesday of his decision, and start- 


Senate Shuns 


Tax Proposal 


W ith holdin g Plan Gets 
Solon* 
Cold Shoulder 


WASHINGTON 
(AP) — The 
Senate has turned down President 
Kennedy’s proposal for a w i t h- 
holding system to wripe out tax 
evasion on dividend and interest 
income. 
The defeat had been conceded 
in advance by administration lead­ 
ers struggling to put the watered 
down tax revision bill through tile 
Senate. 
But the size of the vote Wednes- 
day against withholding — 66-20— 
was a surprise even to the little 
group of Democrats who tried to ed off by citing “28 U.S.C. Sec. 371 
keep it in the bill. Only 19 Demo- B, 68 Stat. 
12”—the s t a t u t e 
crats and one Republican, John permitting his retirement. 
Sherman Cooper of Kentucky, sup- ; 
“To retain my seat on the basis 
ported the President; 34 Demo , 0f a diminished work schedule,” 
crats and 32 Republicans opposed 
he said, “ would not comport with 
the provision. 
There’s a chance the proposal 
i will be salvaged in conference be 
cause the House included it in 
passing the measure in March, 
j But the strongest advocates of the 
plan said their hope is slim 
The Treasury estimated the cliv! 
dead 
and 
interest 
withholding 


my own philosophy or with tile 
demands of the business of the 
court. I am thus left with no 
choice but to regard my period of 
active service on the court as hav­ 
ing run its course.” 
In a warm letter of reply, Ken­ 
nedy voiced for himself and all 
Americans “our respectful grati- 
plan would bring rn about $900! tude for the character, courage, 


Highway Cop 


All Gummed Up 


FINDLAY, Ohio (AP) -Tem p- 
rarily al least, speeding motorists 
in this area aren’t being chewed 
cut by Highway Patrolman John 
Reed. 
Reed tried water skiing for the 
first time behind a float operat 
ed on the Sandusky River by P a -1 . 
~Z 
77 ~ 
‘ . 
trolman 
John Schiosser of tile M a y o r G e t s L ittle H ig h 


million a year in taxes now evad­ 
ed by failure to report about $5 
billion of such income. 
This was to be the biggest item 
in paying for the major feature 
O')*) acres in rugged o ountains on 
of Hie bill—an investment credit 
the northern outskirts of Los An­ 
geles. 
Lo< Angeles County Fire Chief 
Keith Klinger estimates damage 
watershed or.’ structures—in 
cill .mg parts 
af 
Gene 
Autry’ * 
movie ranch an I a county sani­ 
tarium—at more than $2 million. 


to spur U.S. business to buy new 
machinery and equipment. 
Without withholding, the bill is 
estimated to mean a substantial 
annual deficit to the Treasury. 


Fremont Post. 
Everything was going smoothly 
MIAMI, FU. (AP)—'“ Mavor has 
5th—Gets Little High.” That head- 


Philippine War 


Damage Bill OKd 


for the novice on the end of the line in the Miami News topped a 
line 
when 
suddenly 
he 
got 
a 
mouthful of water. He did what 
you would do—spit it out — and 
with it went his upper plate. 


story reporting that Mayor and 
Mrs. Robert King High were proud 
parents of a fifth child, Bonnie Lou 
High. 
Taxman Frowns at Barber's Teeth 


KANSAS CITY (AP) — The in­ 
come tax people are putting the 
bite on Dale Gasper on account 
of his false teeth. He traded hair­ 
cuts for the dentures. 
The 25 year-old barber got a 
bill for $45.07 
Wednesday, t w o 
days after a go round of more 
than two hours with Internal Rev 
enue Service agents. 
When Gasper arrived at the tax 
office for the 
interview, in 
re 


told how Gasper, having bad teeth ; my teeth and he gave them to 
and little money, got a dentist to roe. Then, because w ere friends, 
make him a set of uppers in re- 


Eisenhower commented during spouse to a letter headed “ Reex- 
a shipboard news conference on amination of Income Tax Return” 
his return from a five-week foul j the first agent he encountered had 
of six European countries. 
a year-old newspaper clipping. It 


turn for haircuts. 
“They said I had gained extra 
income by barter,” Gasper re 
lated. 
“One dentist wanted to give me 
the teeth. I told him I didn’t want 
charity. I asked the agent what 
would have happened if I had 
taken the free teeth—could they 
tax them. He said, ‘No, that would 
have been a gift,’ 


friend of thia dentist who aaade 


I wanted to give him some hair­ 
cuts. Aren't those gifts? 
“ The agent said he could check 
and see whether the dentist and 
I were good friends. 
“So I said: 'You mean I can’t 
cut any hair for free. I’ve got 
four boys aiel I cut their hair.” 
He said I had a pint there, but 
he’d have to check 
“ I told him about a man who 
came into the barbershop with a 
basket of tomatoes and asked me 
“ So I said maybf I sin a go-ai^ it I’d cut his hair. He needed a 


tile agents that we’d better in 
elude the basket of tomatoes a- 
income They said I w a s being 
verly technic a1.” 
Gasper volunteered that his den­ 
tist calculated the uppers, plus 
some fillings in his lowers, cim a 
*.o $251. But Gasper insisted lie 
was entitled to deduct wear and 
tear on his clippers and shears, 
plus 
commissions 
the 
shop 
owner. 
The agent agreed ara) discount­ 
ed the dental work to $225.40, 
‘ I wasn’t trying to beat the gov­ 
ernment,” said Gasper. “ I just 


learning and judicial dedication 
with which you have served your 
country over the last 23 years.” 
It was characteristic, he said, that 
■ Frankfurter had taken the judg­ 
ment of his doctors and “ set it 
sternly against your own demand­ 
ing standard of judicial effective* 
i ness.” 
Goldberg happened to Th- at the 
White House aland that time. Tho 
President was sending him to Chi- 
< cage to try to head off a strike 


j of telegraphers against the Chica 
! go and North Western Railway, 
I and they had been talking about 
I the dispute, 
Kennedy, an aide said, tole! the 
secretary of Frankfurter’s retire­ 
ment, discussed the question of a 
j successor, offered 
Goldberg th* 
position and received an immedi­ 
ate acceptance. 
ti not unled ob Page 3) 


WASHINGTON (AP)—President 
Kennedy 
signed 
tile 
$73 million , 
Philippine war damage bill today J 
and expressed gratification that I 
most of the money will be rein j 
vested in the Philippine economy. 
The White House signing cere j 
__________________ 
mony wa, w a r n e d by Secretary | H oovcf Jokes, Calla O O 
of State Dean Rusk; a large group 
of congressional leaders; the Phil- Evening'* C an a sta Game 
ippine charge d’affaires, Jose lib -j 
NKW YORK (API —.In diatom- 
pcrial, and visiting Philippine Sen 
after a 
major 
o|mm atom-« 


haircut, so I did. I suggested to | thought it was aa wen swap. 


Rogelio de la Rosa 
Tin; new allotment, benefiting 
some 86,000 claimants, will per 
mit completion of payments to 
those awarded compensation for 
losses in World War ll A 1946 ap 
propriation of $400 million proved 
insufficient. 


5,000 Babies Deformed 
BONN, Germany (AF)- An esti 
mated 5.0(8) German children have 
been deformed by thalidomide ta 
ken by the mothers (luring preg 
nancy, « West German health of 
ficiai said Wednesday, 


sweating it out while hospital pa­ 
thologists work in the lalniratorv 
to determine whether his intesti­ 
nal tumor 
was 
cancerous—Her 
ber) Hoover, 88, still can nuke a 
joke. 
“There will Im* no canasta to* 
night,” he called out as his two 
sons—Herbert Jr 
and Allan—left 
his hospital room after a 15 minute 
visit Wednesday. 
Hie jest brought a laugh all 
around. 
Hoover la a dedicated canasta 
player, and often played with Ai 
tau and his wit#, M argaret 


News 
o f Wo rld in Brief 


LISBON (AP) — Lisb on police 
renou nced Wednesday night the 
arrest of a “ nu mb er of Commu 
nista” who allegedly planned to 
destroy national institu tions and 
proclaim a popu lar repu b lic in 
Portu gal. 
Police sou rces said those arrest­ 
ed also planned to give indepen­ 
dence 
to 
Portu gu ese 
overseas 
territories. 


formed twice daily on small ani­ 
mals needing treatment, are the 
chief attraction of 
a $1 million 
“ v e tcscope” exhib it pu t in t h i s 
year for the first time b y Cana­ 
da's 2,000 veterinarians. 


BEIRUT, Leb anon (AP) — The 
Iraq Petroleu m Company s pipe­ 
line throu gh Ku rdish reb el terri­ 
tory has b een cu t and the oil flow 
halted, a company spokesman re ­ 
ported today. 


THE HAGUE, Netherlands (AP> 
—The Du tch government will try 
to get the United States to admit 
some 
10,000 
Du tch 
immigrants 
from West New Gu inea, a spokes­ 
man 
of 
the 
Du tch 
Emigration 
Cou ncil said today. 


HONG KONG (AP) — The Chi­ 
nese Commu nists tightened secu ­ 
rity restrictions along the China- 
Hong Kong b order today follow­ 
ing Wednesday's explosion 
of 
a 
b omb in a b order cu stoms sta­ 
tion. 


KANSAS CITY (AP)—A swarm 
of perhaps 10,000 b ees spotted a 
tiny patch of green high among 
the skyscrapers of Kansas City 
Wednesday. They landed on it. 
It was the small patio opening 
onto the office of Jam es M. Kem­ 
per Sr., chairman of the b oard of 
the Commerce Tru st Co. 
Kemper carefu lly snipped 
the 
b ranch on which the swarm was 
b u zzing, dropped b ranch, b ees and 
all into a b u rlap b ag and ordered 
them taken to his home. 
He already has seven hives. 


TORONTO (AP)—Live telecasts 
of su rgery on small animals are 
laying them in the aisles at the 
annu al Canadian National Exhib i­ 
tion here. 
Spectators are fainting at the 
rate of three an operation. More 
than 60 visitors have b een carried 
or helped ou t, and a few have re ­ 
qu ired hospital treatment. 
Tho televised operations, per 
MARKETS 


T h u r. A ugus t 3 0, 19 6 2 
2 T h e C irc le v ille H e rald 
Circ le v ille . Oht« 


Do cto r Shot 


In Scu ffle 


^Vith Patien t 
SALT LAKE CITY. Utah (APT— 
T V f i l l I U I I W 
i l l 
An earthqu ake shook parts of at 
lTMRr<5 
ohlA , APl _ A 


i f . ” 
*?: l i d , — 
P > t,,m shot her doctor ,o 


30 second, 
£ 
^ 
M 
S 
One resident in Ogden, Utah, 
ab ou t 30 miles north of here, re­ 
ported that his cement porch was 
cracked. There were no other im ­ 
mediate reports of damage. 
The earthqu ake was felt at Vee- I wou nd, 
nal, Utah, ab ou t 170 miles east of , 
i#fl 
here, and at Preston, Idaho, ju st 
north of tile Utah b order. 
One Salt Lake City resident said 
she was in her b athtu b at the time 
the qu ake hit. “ It felt like the 
b athtu b was twisting ou t from u n­ 
der me,” said Mrs. Veda Swain. 


sheriff’s depu ties reported 
Dr. Kenneth 
D. 
Smith 
is 
re­ 
ported in fair condition in Mt. 
Carmel 
Hospital 
A staff 
physi 
clan said he had an ab dominal 


State Fair Se ts Re cords 
In Atte ndanc e , Stock Price s 


Segal 


COLUMBUS, Ohio (AP)—Liq 
u or license fees, collected b y the 
state and retu rned to local gov­ 
ernments, totaled $9 .1 million dol­ 
lars 
last 
year, 
State 
Au ditor 
J*mes A Rhodes reported today. 
He said the total for the b ook­ 
keeping year ended last Ju ne 30 
was $43,9 10 less than collected the 
previou s year. 
Night clu b license fees last year 
exceeded $3.8 million and those 
for liqu or-b y-the-glass permits $1.9 
million for the major sou rce of 
revenu es. 


CIRCLEVILLE HOG MARKETS 
Hog prices, all net, were report­ 
ed b y 
the 
Bowling Stock \a r d a 
Company here today as follows: 
19 0-220 lb s., $18.25; 220-240 lb s., 
$17.75; 240-260 lb s., $17.25; 260-280 
lb s., $16.75; 280-300 
lb s., 
$16,25; 
300-350 lb s., $15.25; 350-400 I b s., 
$14.25; ISO 19 0 lb s., $17.25; 160-180 
lb s., $16.25; Sows $15. and down. 


paid lo 
tan n er* 
u> 


$1 02 
Si.OO 
$1 OBJO 
$2.12 
28 
.HU 
.15 
.07 
.OS 


CASH price* 
C irclev ille: 
Corn 
................ . 
Hye 
............... 
W heat 
............... 
O SU 
. . . . . . . . . 
Bean* ........... 
.............. 
B arley ............. 
H eav y Hen* . 
L ight Hen* 
.. 
Old R o o sters 
B utter 
* 
COLUMBUS 
COLUM BUS. Ohio IA P )—H o gs. 
<8 5 
central 
and 
w estern 
Ohio 
m ark ets repo rting 
to 
the 
Ohio 
D ep t 
o f Agri J 
8 .200 e-U m aicd. 
m o stly 25 higher o n butcher no gs 
and so w s; 
N o 
2 
av erage 
I n*’d 
butchers 19 0-220 )bs, 18 .25 - 18 .7 5 . 
bows under 35 0 lbs 15 .7 5 -18 .5 0. I n- 
graded 
butcher ho gs 160-100 lh* 
*7 5 0-18 OO, 220-240 lbs 17 .7 5 -18 .TO; 
av o 26 0 hrs. 17 5 0-17 .7 5 . 


NEW YORK (A P )—Three rail­ 
road operating b rotherhoods have 
Lied 
a 
$15 
million 
lib el 
su it 
against the Association of Ameri­ 
can Railroads, charging the asso­ 
ciation • in a newspaper adver­ 
tisement 
• 
falsely 
accu sed 
the 
u nion of featherb edding and vot­ 
ing act. 
The lib el action was filed in 
State 
S u 
p r e m e 
Cou rt 
here 
Wednesday. 


In W a s hin gto n , a s p o k e s m a n fo r 
the a s s o c ia tio n d e n ie d the c h a r ge . 
The su it was filed b y the Bro­ 
therhood of Locomotive Engineers 
the 
Brotherhood 
of 
Locomotive 
Firemen 
and 
Enginemen, 
and 
the 
Brotherhod of 
R a i l r o a d 
Trainmen. 


WASHINGTON (AP)—The Ag­ 
ricu ltu re 
Department 
annou nced 
today it has au thorized planning 
assistance on 12 small w ater­ 
shed development projects in IO 
states. Inclu ded, in Ohio, is the 
8.768 acre Black Brook watershed 
in Portage Cou nty. 
This assistance will b e provided 
b y state consei vation.sts of tne 
U.S. 
Soil 
Conservation 
Service 
and their staffs Later, if the de 
v e I o p e d a n tille s , antierosion 
plans are approved, financial help 
for carrying 
then* ou t 
will b e 
sou ght from Congress. 


Capt. 
Gerald 
gave this accou nt: 
Dr. Smith was called to the 
home of 
Mrs. Zola Kidwell, 
a 
widow. He had b een treating her 
for u lcers. 
Upon arrival, the doctor said 
the woman told him she had tak 
en several sleeping capsu les. Tell­ 
ing her he wou ld not let her keep 
the 
remaining 
pills, the 
doctor 
took the b ottle from a tab le and 
went ou tside toward his car in 
the driveway. 
The woman followed and a scu f­ 
fle developed over the pill b ottle. 
Dr. Smith’s 
medical b ag carne 
open and the revolver fell ou t. 
The woman seized it and. in the 
stru ggle, the physician was shot. 
Dr. Smith has indicated he does 
not wish to file charges against 
Mrs. Kidwell, Capt. Segal said. 
Mrs. 
Kidwell was examined 
at 
Mt. Carmel Hospital and releised. 


Court Ne ws 


DIVORCE FILED 
George 
Crawford 
vs 
Olimpia 
Crawford. 
REAL ESTATE TRANSFERS 
M. E. and Ida B. Swackhammer 
to Joseph E. and Inez R. Tu cker, 
part lot 32 or 2.21 acres, Circleville 
Twp., $1.65. 
Fred M. and Elva F. Chaney to 
Cecil W. and 
Anna 
Ru th 
Lu tz, 
0.7780 of an acre, Tarlton, $1.10. 


Hu n ter Gets Co o n ; 


Co o n Gets Hu n ter 


COLUMBUS, Ohio (AP)—With 
six fu ll da>s 
of 
Ohio’s 
ll day 


z iite fair completed, attendance 
is ru nning ab ou t 12,000 ahead of 
last year, fair officials reported 
today. 
The fair has had good, b u l hot 
weather and paid attendance al 
least 
seems 
fairly 
certain 
to 
b reak last year s total. Thu s far 
more than 19 6,700 persons have 
b ou ght tickets for the b ig exposi 
tion. 
Today was Setu or Citizens Day 
at the fair with Gov, Michael v. 
Dis aile on the grou nds to give an 
address on 
prob lems 
concerning 
the state’s elderly citizens. Today 
also marks th© last day of har­ 
ness racing at the fair. 
Biggest day in the way of spe­ 
cial attractions is schedu led Fri 
day when Olio’s own astronau t, 
Lt John H. Glenn Jr., makes his 
appearance along with his p a r­ 
ents, Mr. and Mrs. John H. Glenn 
Sr. of New- Concord. He will speak 
at a grandstand program on the 
importance of edu cation 
in 
to­ 
day’s space age. 
Among the events at the fair 
Wednesday was selection of a two 
year old nu ll as grand cnamp.on 
and senior champion of the short 
horn class. The animal was en 
lered b y tire Mathers Brothers of 
Mason City, IIL 
The grand champion steer of 
the ju nior division owned b y Gary 
Wagner of Greenville, a 4-H Clu b 
exhib itor, 
b rou ght $1,300 at 
an 
au ction. The animal sold for $1,25 
a pou nd and was pu rchased b v a 
Colu mb u s restau rant. 
The reserve 
grand 
champion 
shorthorn Angu s 
cross 
b reed 
in 
the same c.ass, owned b y David 
Ames of W'llmington, sold for 50 
cents a pou nd, and the reserve 
champion ju nior Hereford owned 
b y 
Charles 
Beal 
of 
Bu cyru s 
b rou ght 36 cents a pou nd. 
The state fair au ctions set mod­ 
ern-day records, fair officials re­ 
ported. 
In separate sales, the grand 
champion harrow owned b y Wen­ 
dell Yohe of Lau ra, Miami Cou n­ 
ty, sold for a record price of $3 
a 
pou nd. 
The 
grand 
champion 
market lamb , owned b y William 


Haller & Son of Bu cyru s, sold for 
$2.60 a pou nd. 
The hog sale grossed more than 
$15,500 on 346 head of animals 
that averaged 210 pou nds. The av­ 
erage sale price of $21.59 a hu n­ 
dredweight was $3 over the cu r 
rent market price 
Howard Parrish of Montpelier 
had the grand champion b arrow 
of t h e ju nior division, a D ii r o c 
weighing 205 pou nds, and it sold 
for 91 cents a pou nd The cham ­ 
pion 4-H b arrow owned b y Jam es 
Hoosick of Tiffin sold lu r $1.55 a 
pou nd. The grand champion lamb 
of the Ju nior Fair, owned b y Jim 
Needs of Upper Sandu sky, sold 
for 55 cents a pou nd. 


De aths 


Munic ipal Jury 
Finishe s with 
'Hung' De cision 


MR. HERBERT W. BARRETT 
Services were held Tu esday at 
Wellesley, Mass , for Mr. Herb ert 
W. Barrett, 67, who died Su nday at 
his 
su mmer 
home 
in 
Hanson, 
Mass, His home was at Wab an, 
Mass. 
Mr. Barrett was a state aid en­ 
gineer for 39 years for the De 
partment of Pu b lic Works, Mass­ 
achu setts. He was a World War I 
veteran and was awarded tin* Dis­ 
tingu ished Service Cross and l*u r- 
ple Heart. 
Su rviving are his widow, Mada- 
lene Wiley Barrett; two sons, Her­ 
b ert W. Barrett, Jr., 416 S. Wash­ 
ington St., and Navy Lt. Comdr. 
Garner S. Barrett, Arlington, Va.; 
a b rother, Dr. Gerald R. Barrett, 
Winchester, Mass.; and two grand­ 
children. 


Majore tte Be auty 
Winne rs Are Name d 
LAKEVIEW, Ohio (AP) — The 
‘Most 
b eau tifu l 
majorettes” 
in 
ju nior and senior divisions were 
selected Wednesday night at th# 
12th annu al International Major* 
steels marred a ftu 'hle stock mar- ( th> c ontr s t sponsored b y » he hi* 


Stock Price s 
Are Irre gular 


NEW YORK (AI’)—A decline b y 


ket 
advance 
today 
and 
price* 
were irregu lar early this after­ 
noon in light dealings. 
Reflecting the small change in 
the over all market, the Assoc!at 
od Press average of 60 stocks at 


man Lake Chamb er of Commerce. 
Taking the b eau ty title in the 
ju nior 
class 
was 
Karen 
Anne 
Crou ch, 
14. 
of 
Hartsville, 
S C 
Belt ye 
Anne 
Epperson, 
17 
of 
Rossville, Gu ,, was named b eau ty 
noon was down a minimal .1 to qu een in the senior division 


MRS. MABEL HEETER 
Mrs. Mab el Heeler, 68, Colu m­ 
b u s, died 8 p. rn. yesterday at St. 
Anthony Hospital, Colu mb u s, foll­ 
owing a lengthy illness. 
Mrs. Hee ter is su rvived b y her 
hu sb and, Clarence. They were for­ 
mer residents of Circleville. 
Arrangements are b eing com­ 
pleted b y the Held Fu neral Home, 
A six-memb er Circleville Mu ni­ 
cipal 
C o u 
r t 
ju ry 
recorded 
a 
“ hu ng” decision 
yesterday 
after Colu mb u s, 
more than three hou rs of delib er­ 
ation. 
The ju rv trial, first in history 
o f the city oou rt, Involved the 
National Mu tu al Insu rance v o. 
as plaintiffs against the C. 
F. 
Replogle Constru ction Co. as de­ 
fendants. 
The hearing, which b egan Mon- . 
_ 
day, came to a close yesterday at 
lan* She am) her dau ghter, Dorrs 


Ne w Book mobile 


Librarian Name d 


Mrs. Celia Henefer, formerly of 
Ishpeming, Mich., is the new Pick­ 
away Cou nty 
Bookmob ile lib rar* 


223.2 with indu strials off .3, rails 
u p .1 and u tilities u p .1. 
Trading was the slowest of the 
week as the Lab or Day weekend 
neared and some Wall Streeters 
b egan 
to depart for 
their 
last 
su mmer holiday. 
Cau tion over possib le develop­ 
ments after the Lab or Day mile­ 
stone has prevailed all this week 
and trading was lethargic, u nder 
the assu mption that nothing mu ch 
will happen to stock prices, b ar­ 
ring su rprise news, u ntil after the 
weekend. 
Steels 
were 
Increasingly 
de 
pressed b y Wheeling Steeps divi­ 
dend 
cu t 
and expectations that 
others may follow. Motors perked 
u p, however, all of them showing 
small gains. The rest of Die list 
was scramb led. 


Cuttle (Fro m Co lum bus Pro duc­ 
er* Liv esto ck C o -o perativ e Assn ) 
S teady . Slaughter steers and y ear­ 
lings: 
Cho ice 
26 OO - 28 OO; 
go o d 
24 00-26 5 0; 
Butcher sto ck; C ho ice 
h eifers 25 OO • 26 30, 
go o d 23 TO- 
* 25 .00. 
C o m m ercial b u l l s 
2300- 
no 5 0; utility 16 00-18 .TO. 
Co ws: 
Standard 
and 
c o m m to 
ela l 1400-16 5 0 
V eal calv es steady ; cho ice and 
prim e v eal* 305 0-32 TO: cho ice and 
go o d 23 00-30 5 0 
Sheep and lam bs steady ; strict­ 
ly cho ice 31 OO 22 5 0, 
g -Mjd 
and 
cho ice 18 00-21 00; slaughter sn eep 
8 .5 0 do wn. 
CHICAGO 
CHICAGO 
(A P )— (U SD A lH o iie 
5 .000. 
butchers 25 to 35 higher; 
1-2 20U225 lh butcher# 13.7 5 19 00; 
1-3 300-35 0 lbs 
so w s 
16 7 5 -17 *5 , 
lo ad 26 7 lbs 17 .7 5 . 2-3 35 0 400 In* 
15 7 5 1 6 .7 5 . 400-45 0 lbs 15 25 -15 7 3; 
45 0 5 5 0 lbs 14 30-15 *0 
Cattle 1.000. calv e- no ne; ch o ice 
w ith prim e end 1.22:» lb slaughter 
(deers 
307 ; 
cho ice 
with 
prim e 
end 1.15 8 lbs TO 5 0; gtx d and lo w 
ch o ice 25 5 0-28 25 ; 
cho ice 8 12 
lb 
*iaughter heifers 26 5 0 
.Sheep 
8 00. 
cho ice 
and prim e 
8 5 -lo t lb spring slaughter lam bs 
t i 6 0-22 OO; 
go o d and cho ice 20 TO 
2100; 
m o stly 
go o d 
17 5 0-20.00; 
do uble deck cho ice 8 4 lb sho rn 
slau gh ter lam bs with No I end 2 
pelts t i OO. 


BOURNE. England (AP)—The 
City Cou ncil apologized today tor 
seven b eau tifu l girls who stripped 
down to b athing su its to form an 
honor gu ard at a chu rch wedding. 
The girls are swimmers in an 
aqu ashow vvi*h the b ride, Eileen 
Hart, 22. 
At Eileen’s wedding in a local 
Anglican chu rch, the seven sat de 
ntu rely and ftu ly clad in their pew 
throu gh the half-hou r service. 
After tile service, the dresses 
came off in the chu rchyard ou t­ 
side, revealing swimsu its emb el­ 
lished b y filmy trams of white 
lace. 
The cou ncil apologized b ecau se 
U sponsors the show. 


MIDDLETOWN 
(AP) — The) 
hu nter got a raccoon Wednesday 
night b u t a raccoon also got him. 
Alb ert Little, 29 , of near Berm- 
antown treed a coon, b u t it fed 
ou t of the tree and hit the hu nter 
b etween the 
eyes and knocked 
h» m ou t. 
Little said he figu red he was 
cu t. for ab ou t five minu tes. When 
he revived hi3 dogs were licking 
him 
in the face. 
He continu ed 
his hu nt and got a ’coon later 
Little reported he still has a 
headache and 
a 
b ig b u mp b e 
tween his eyes. 


Mainly 


About Pe ople 


Lynn 
E. 
Su mmers, 
Rou te 
I, 
Lau relville, has b een discharged 
from Chillicothe Hospita1 


50-50 Dance, Tarlton Town Hall, 
Au gu st 31, 19 62, 8:30 to 12. —ad. 


Clarence F. Du rn, Rou te 2, Am­ 
anda, has b een admitted to Lan­ 
caster Hospital. 


Mrs. Ix» ren Howe. Mt. Sterling, 
has b een admitted to Fayette Me­ 
morial Hospital, Washington C. IL 


ab ou t 3:30 p. rn. After three hou rs 
of discu ssion ju rors retu rned with 
a 4-2 verdict. 
I^aw 
requ ires 
at 
least a 5-1 decision. 
The cou rt action centered ab ou t j 
a su b rogation claim of $604.83 in­ 
volving the constru ction of 
high­ 
ways 75 arid 52 at Ironton. As the 
resu lt of explosions a claim was 
made b y Ray Howard of Ironton 
that 
walls 
in 
his 
home 
were 
cracked and the fou ndation dam ­ 
aged 
The claim 
was 
paid 
b y 
Howard’s insu rance company. 
* 
* 
* 
HOWEVER, 
the National 
Mu ­ 
tu al Insu rance Co. in tu rn 
f i l e d 
su it against Replogle 
in 
an 
at­ 
tempt to b e reimb u rsed. Accord­ 
ing to one spokesman, the insu r­ 
ance company was not interested 
in the $604.83, b u t r a t h e r the 
“ principle at stake.” 
Harry Margu lis, Ashville 
attor­ 
ney, was appointed b y Ju dge Ster­ 
ling Lamb as acting ju dge to hear 
the case. Procedu re was held in 
the Common Pleas Cou rtroom at 
the cou rthou se. 
Attorney for the plaintiff was 
Allen Berger. Attorney! 
for 
the 
defendant were George 
Y o u n g, 
Circleville; Homer Edwards, Iron 
ton; and G. ll. Johnson, Ashland, 
Ky. 


thy, are residing at 1235 S. Cou rt 
St. 
Mrs. 
Denofer 
was 
previou sly 
head of the children’s department 
in the Pu b lic Lib rary at Ishpem­ 
ing. Dorothy, who attended Michi­ 
gan State University 
last 
year, 
will b e taking a lib eral arts cou rse 
at Ohio State University this fall. 


Are a Cak e Bak e r 
Plac e s at State Fair 
Mrs. Galen D. Mowery, Rou te 3, 
won second place honors 
t h i s 
week at the Ohio State Fair for 
her entry of a chocolate layer cake 
in the Baked Goods Division. 
Mrs. Mowery will receive a cash 
award for her prize entry. 


Two Dog Bite s 


On Be rge r Lis t 


Berger Hospital staff memb ers 
administered emergency I r e a t- 
ment yesterday to three Circle­ 
ville you ngsters for dog b ites and 
a laceration. All were released. 
Beverly Ju ne Sowers, 7, dau gh­ 
ter of Mr. and Mrs. Marion Sowers 
129 Logan St., and Tammy 'Fal­ 
man, 4, dau ghter of Mr. and Mrs. 
Thomas 
Tatman, 
380 
Nicholas 
Drive, were b itten b y dogs. 
Ernie Haddox, 8, of 620 S. Scioto 
St., fell and lacerated his forehead 
while p l a y i n g on tile railroad 
tracks. 


E v e n ts se ll 
u t I 
lu r t o d a y, 
second of the fou r-day competi­ 
tion, were ju nior and senior mill 
tary and fancy stru tting, ju nior 
and senior twirling, stow rou tine 
and a b eau ty contest for Little 
Miss Majorette Princess. 


OHIO CASH GRAIN 
COLUMBUS. 
Ohio 
(AP)—Ohio 
Dept. of Agri. cash grain prices: 
No 2 red wheat mostly 12 higher 
1 9 4 2 02, 
mostly 19 8-2.01; 
No 2 
yellow- ear corn mostly u nchanged 
9 8-1.08 per b u , mostly I.OI 1.00; or 
1.40 1,54 per IOO lb s, mostly L U ­ 
ISI; No 2 oats mostly u nchanged 
to I higher 59 67, mostly 60 65; 
No I soyb eans mostly u nchanged 
to I higher 2.09 -2.19 , mostly 2.11- 
2.12 . 


c om m i s situ m u u m 
HIES throu gh SUN - t u r n SIH 
Ken ley 
Pla ye rs 


DEPENDABLE 
PRESCRIPTION 
SERVICE 
Fresh, Fine 
Qu ality Dru gs 
L 


YOUR MONEY 
BUYS MORE 
© 


IN A REAL 
PROO STORE 


Card Party, Sat., Sept. 1st, at 
Jackson Twp. School, 8:15 sponsor­ 
ed b y Jackson Twp. Booster Clu b . 
—ad 


Louis iona Town Starts 
Cle anup afte r Storm 
CAMERON, 
La. 
(AP) — Un- 
dau nted b y its latest b attle with 
the elements, this low-lying coast­ 
al town starts today to clean u p 
after a death-dealing windstorm 
and high waters. 
It was Cameron’s third severe 
onslau ght b y storms and swirling 
waters in less than five years. 
j 
---------- 
The 
offical 
casu alty 
list 
of 
Mrs. John W. 
Van 
Dyne 
and 
Tu esday night s storm shows two dau ghter, Mt. Sterling, have b een 
dead and 
30 
inju red. 
Eighteen discharged from Fayette Mentor- 
were hospitalized. The Red Cross jai Hospital, Washington C. Ii. 
reported 125 families affected b y 


Ru mmage Sale, Sept. I at 9 at 
Hill Imp. Sponsored b y St. Pau l 
E.U.B. Chu rch 
—ad. 


Brothe r as Pre s ide nt 
Is As s e t, RFK Be lie v e s 
WASHINGTON (AP)—The ru les 
for su ccess in politics are many 
almost all 
are 
and colorfu l, and Atty. Gen. Rob - j leave trails, 
ert F. Kennedy has added another 
—“ Don’t knock having a b rother 
as president.” 
The su b ject came u p Tu esday in 
a chat b etween Kennedy and 50 
college stu dents in his office. One 
stu dent wondered whether having 
a b rother in the White Hou se was 
a disadvantage in his job . 
Replied 
the 
attorney 
general: 
4 No—a great advantage. I don’t 
knock it.” 


the storm. One home was demo! 
ished and 16 hou se trailers were 
destroyed or severely damaged. 


Shower m e t e o r s are rou ghly 
u niform in size. None has b een 
known to reach the grou nd, yet 
large enou gh to 


BLUE RIBBON 
ICE CREAM 


The 
Family 
Favorite ! 


No De s s e rt More Popular . . . 


No Food More He althful! 
Bl ue Ri bbon Dai ry 
Sift S. Pickaway St. 


Ec uador Fire Kills 2 0 
GUAYAQUIL, Ecu ador (AP) — 
Twenty persons died and 30 were 
inju red Wednesday in a fire which 
destroyed a squ are b lock of homes 
in a poor sedu m of this port city. 


Thre e Fine d 
By Muny Court 


Three persons faced a total of 
fou r charges yesterday in Circle­ 
ville Mu nicipal Cou rt. 
John C. Reid, 22, Rou te 2, was 
fined $15 and costs for speeding at 
65 miles per hou r in a 50 mile zone 
on an affidavit filed b y tile State 
Highway Patrol. He was also fined 
$30 and costs for operating a mot­ 
or vehicle on a temporary* permit 
withou t b eing accompanied b y a li­ 
censed operator. 
Also arrested b y the State Pat­ 
rol was William F. Wangler, 35. 
Fort Wayne, Ind., who was fined 
$10 and costs for speeding at 70 
mik i an hou r in a 60 mile zone. 
Ray F. Plymale, 63, Washing­ 
ton C. H., was fined $15 and costs 
for failu re to yield the right-of-way 
He was arrested b y city police. 


Announcing— 


9 P. M. Friday Mix e d 
Couple Le ague Me e ting 
Will Be Friday Aug. 31 
At 7:3 0 P. M. 


Ne w couple s wishing to join the le ague ple as e 
be pre se nt at this me e ting 
a t . . . 
Prai ri e Lanes 


“ CIRCLE VI LLE’S RECREATION CENTER” 


vm MI MOUM AUO COLUMBUS 
. NI* ROMANINI SOUNO SWIM 
AIM CONOITIOMfO 
ae su et* 
— 
in M UM! 


JUANITA 
RAMON 


HA U * NAVARRO 
M I C H I K O B I 


IN RODGERS A HAMMERSTEIN'! 
FLOWER 
DRUM 
SONG 


ALSO STARRING 
COCO 
and DANNY MEEHAN 


W e e k of S e p t. 4 


MARTHA RAYE 
iii the N e w M u s ic a l 
"W ILDCAT" 


WECK OF SEPT 
I I 
PATRICE 


MUNSEL 
. 'M e r r y 
Widow 
) ROBE PT W R I C H ! 
« 
t ) O N M ( KAY 


$110 $O$0 


| 
Z 
U l 
UJ# 
I Kl 
■ 
met 
rjAf 4 SU* 
IM I 
7 0 


(Att CA * *747 
C O IU M IU S 
ttau ts NUO 
Ik I is 


For Choice Seats — 
M a k e Reservatio n s iA R L T 1 


★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ 


fh o jatcsi 


h 
l 
e 
£ 
OTHES 


Trim and 


Time le s s 


N atu ral shou lder styling 
and traditional tailoring 
b y C U R L E E m ake these 
su its perfect for the 
m an who insists on 
qu ality with style. Com# 
in today and see ou r 
com plete selection of 
p attern s and fab rics 
for Fall. 
$52 50 


G u td jP n M b 


Hit No. I 


SHE KISSED 
CLAWED AMD 
CARESSED 


•Ca*' 
On a 
Ho t 
Tin Ro o f 
Hit No. 2 


Sturts 8 :00 


« b rn*f 
Elizab eth TAYLOR 
NEWMAN 
Bu rl WES 
lack CARSON 
W ith ANDESON 
CW* 
MU RO J 


Starts 10:00 


icauKUM. 
in Se cond 
REYNOLDS 
Time Around 


F o r 
Our 
* 
Plus The se Adde d Attractions 
F R I.-S A T . - 
5 * H IT S * 5 
ALI, COLOR 
D U S K to H A W K 


l ilt 
No . I i i 
CARTOON 
CARNIVAL 


c o b , 


AUDIE 
MURPHY 
a n d 
J OHN 
SAXON 


Posse from He ll 


***¥ 
¥*¥¥¥ 


¥ 
¥¥ 
¥ 
¥ 
¥ 
¥¥¥ 
¥ 


¥¥¥¥¥¥ 
¥¥¥¥¥¥¥¥¥¥¥¥ 


¥ 


¥ , 


OPENING T ONIGHT 


Sp ecial Roadshow En g ag emen t 


J °F, J 


Ie 


THE MOST MARVELOUS MOVIE EVER MADE I 
FROM THE PLAY THAT KEPT PLAYING FOREVER! 


URI PEON SOW DIS l l I i i - H IH CIOID 
IMM SUPERVISED KT RAT Hi Ni tXjRf TE CHUI RAMA' lECHWCEH OR* 
sew INPUT Bt MANION HARGROW PRESENTED BY WARMER Bf,OS. 
■ 
Marne Bros Records SOUNO TRACK ALBUM innate now it rom toronto dealer 


ST ARLIGHT CRUISE-IN 


One Co mplete 
Sho wingSNightly 


Adult* $1.25 
Children 8 -12, 3tkr 
Under 8 — Free 


B o x o f f i c e O p e n s 7 :15 
Music Mo n 8 :30 


********* 


*****+ 
* 


TA­ 
X' 
TA­ 
X’ 
TA­ 
X’* 
X-* 
X- 
X- 
IA­ 
X­ 
TX-* 
X- 
X- 
X- 
X-*I 
X- 
-TA­ 
X’ 
X- 
X- 
X- 
X 
X- 
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News of World in Brief 


LISBON (AP) — Lisbon police t formed twice daily on small ani- 
announced Wednesday night the, mals needing treatment, aie the 
arrest of a “number of Commu-1 chief attraction of 
a $1 million 
Hists” who allegedly planned to “ vetescope” exhibit put in t h i s 
destroy national institutions and year for the first time by Cana­ 
da's 2,000 veterinarians. 
proclaim a popular republic in 
jportuga I * 
Police sources said those arrest- 
SALT LAKE CITY. Utah (AP)— 
*d also planned to give indepcn- An earthquake shook parts of at 
dence 
to 
territories. 
Portuguese 
overseas 


BEIRUT, Lebanon (AP) — The 
Iraq Petroleum Company’s pipe­ 
line through Kurdish rebel terri­ 
tory has been cut and the oil flow 
halted, a company spokesman re­ 
ported today. 


least two states this morning. The 
tremor started at 6:36 a m. and 
lasted about 30 seconds. 
One resident in Ogden, Utah, 
about 30 miles north of here, re­ 
ported that his cement porch was 
cracked. There were no other im­ 
mediate reports of damage. 
The earthquake was felt at Ver­ 
nal, Utah, about 170 miles east of 
THE HAGUE, Netherlands (AP; here, and at Preston, Idaho, just 
—The Dutch government will try north of tile Utah border. 
to get the United States to admit 
some 
10,000 
Dutch 
immigrants 
from West New Guinea, a spokes­ 
man of the Dutch Emigration 
Council said today. 


HONG KONG (AP) — The Chi­ 
nese Communists tightened secu- 


One Salt Lake City resident said 
she was in her bathtub at the time 
the quake hit. “ It felt like the 
bathtub was twisting out from un­ 
der me,” said Mrs. Veda Swain. 


1 Thur. A u g u s t 30, 1962 
2 The C ircleville H erald 
Circleville. Ohio 


Doctor Shot 


In Scuffle 


With Patient 


COLUMBUS, Ohio (AP) — A 
woman patient shot her doctor to­ 
day with a revolver he carried 
for protection on late night calls, 
sheriff's deputies reported. 
Dr. Kenneth D. Smith is re­ 
ported in fair condition in MI. 
Carmel Hospital. 
A staff physi 
cian said he had an abdominal 
wound. 
Sheriff’s 
Capt. 
Gerald 
Segal 
gave this account: 
Dr. Smith was called to the 
home of Mrs. Zola Kidwell. a 
widow. He had been treating her 
for ulcers. 


State Fair Sets Records 


In Attendance, Stock Prices 
Deaths 


COLUMBUS, Ohio (AP)—With 
six full days 
of 
Ohio’s 
I! day 
state fair completed, attendance 
is running about 12.000 ahead of 
last year, fair officials reported 
today. 
The fair has had good, but hot 
weather and paid attendance at 
least 
seems 
fairly 
certain 
to 


Haller & Son of Bucyrus, sold for 
$2.60 a pound. 


MR. HERBERT W. BARRETT 
Services were held Tuesday at 
Wellesley, Mass., for Mr. Herbert 
W\ Barrett, 67, who died Sunday at 


Stock Prices 


Are Irregular 


NUW’ YORK (Al*) A decline by 
steels marred a feeble stock mar 
The hog sale grossed more than ; his 
summer 
home 
in 
Hanson, 


Majorette Beauty 
W in n e rs Are N am ed 
LAKEVIEW, Ohio (AP) — The 
•Most beautiful 
majorettes” 
in 
: junior and seno r d visi na were 
selected Wednesday night at th* 
I tut ii annual International Major­ 
ette Contest sponsored by *he In* 


$15,51)0 on 346 head of animals 
that averaged 210 pounds. The av­ 
erage sale price of $21.59 a hun­ 
dredweight was $3 over the cur 
rent market price 
Howard Parrish of Montpelier 
break last y ears total. Thus far had the Krand champion barrow 
of t h e junior division, a D u r o c 
weighing 2<J5 pounds, and it sold 
tor 91 cents a pound The cham­ 
pion 4 H barrow owned by Jam es 
Bedsick of Tiffin sold ior $1.55 a 
pound. The grand champion lamb 
of the Junior Fair, owned by Jim 
Needs of Upper Sandusky, sold 
for 55 cents a pound. 


more than 196,700 persons ha%e 
bought tickets tor the big exposi 
tion. 
Today was Senior Citizens Day 
at the fair with Gov. Michael vr. 
DiSalle on the grounds to give an 
address on problems concerning 
the state’s elderly citizens. Today 
also marks the last day of har­ 
ness racing at tile fair. 
Biggest day in the way of «pe- 
I elal attractions is scheduled F n 
! day when Olio’s own astronaut, 


COLUMBUS, Ohio (AP)—Liq 
uor license fees, collected by the 
rity restrictions along the China- 
^ 
returned to local gov 
Hong Kong border today follow | ornments tolalwi S91 million (lol. 
mg Wednesday’s explosion of a 
bomb in a border customs sta­ 
tion. 


KANSAS CITY (AP)—A swarm 
of perhaps 10,000 bees spotted a 
tiny patch of green high among 
the skyscrapers of Kansas City 
Wednesday. They landed on it. 
It was the small patio opening 
onto the office of James M Kem­ 
per Sr., chairman of the board of 
the Commerce Trust Co. 
Kemper carefully snipped the 
branch on which the swarm was 
buzzing, dropped branch, bees and 
all into a burlap bag and ordered 
them taken to his home. 
He already has seven hives. 


the woman told him she had tak­ 
en several sleeping capsules. Tell­ 
ing her he would not let her keep 
the remaining pills, the doctor 
took the bottle from a table and 
went outside toward his car in 
the driveway. 
The woman followed and a scuf- 
i 
a 
a -in 
i 
fie developed over the pill bottle. 
keeping year ended last June JU ^ 
mcdjca| 
came 


Municipal Jury 


Upon arrival, the doctor said | L tJo tm _ H' 
F i n i s l l G 
S W i t h 


'Hung' Decision 


Mass. His home was at Waban, 
Mass. 
Mr. Barrett was a state aid en­ 
gineer for 39 years for the De 
paym ent of Public Works, Mass­ 
achusetts. He was a World War I 
veteran and was awarded tin' Dis­ 
tinguished Service Cross and INir- 
ple Heart. 
Surviving are his widow, Mada 
lene Wiley Barrett; two sons, Her­ 
bert W. Barrett, Jr., 416 S. Wash­ 
ington St., and Navy Lt. Comdr. 
Garner S. Barrett, Arlington, Va.; 
a brother, Dr. Gerald R Barrett, 
Winchester, Mass.; and two grand­ 
children. 


ket 
advance 
today 
and 
prices uian 
chandler of Commerce, 
were irregular early this after 
noon in light dealings. 
Taking the 
junior 
class 
Reflecting tile small change in < roue!), 
14, 
the over all market, the Associat 
ed Press average of 60 stocks at 


beauty title in the 
was 
Karen 
Anne 
if 
Hartsville, 
SC 
Bettye 
Anne 
Epperson, 
17 
of 
Rossville, Gu., was narrnnl beauty 
noon was down a minimal 
I to queen in the senior division 
223.2 with industrials off .3, rails 
Events sib 
ub'd for t o d a y , 
up .1 and utilities up .1. 
second of the four-day co rn pc ti* 
Trading was the slowest of the tion, were junior and senior mill 
week as the Labor Day weekend tary and fancy strutting, junior 
neared and some Wall Streeters anti senior twirling, stow routine 


Jars 
last 
year, 
State 
Auditor 
Jerries A Rhodes reported today. 
He said the total for the hook­ 


ups $43,910 less than collected the 
previous year. 
Night club license fees last year 
exceeded $3.8 million and those 


appearance along with his par­ 
ents, Mr. and Mrs. John H. Glenn j 
Sr. of New Concord. He will speak ' 
at a grandstand program on the 
importance of education 
in 
to- j 
day’s space age. 
Among Hie events at the fair 
Wednesday was selection of a two 
year old null as grand cnampion 
and senior champion of the short 
horn class. The animal was en 
tered by tire Mathers Brothers oi 


A six-member Circleville Muni­ 
cipal C o u r t jury 
recorded 
a 


MRS. MABEL HEETER 
Mrs. Mabel Hefter, f>8, Colum­ 
bus, died 8 p. rn. yesterday at St. 
Anthony Hospital, Columbus, foll­ 
owing a lengthy illness. 
Mrs. Hefter is survived by her | dend 
husband, Clarence. They were for­ 
mer residents of Circleville. 
Arrangements are being com­ 
pleted by the Held Funeral Home, 


open and the revolver fell out. 
The woman seized it and, in the 
struggle, the physician was shot. 
Mason City, 111. 
Dr. Smith has indicated he does 
The grand champion steer of 
for liquor-by-the-gla ss permits $1.9 
not wish t0 fije charges against 
the junior division owned by Gary 
million for 
tile major source 
of t\jrs 
Kidwell, Capt. Segal said. 
Wagner of Greenville, a 4-H Club 
revenues. 
Mrs. Kidwell was examined at 
exhibitor, brought $1,300 at an 
Mt. Carmel Hospital and releised. 
auction. The animal sold for $1.25 


“hung” decision yesterday after Columbus, 
more than three hours of deli ber-1 
— 
ation. 
The jury trial, first in history 
of the city oaurt, involved the 
National Mutual Insurance t o. 
as plaintiffs against the C. F. 
Replace C onstruction Co. as de­ 
fendants. 
The hearing, which began Mon 
day, came to a close yesterday at 


began to depart for their last 
summer holiday. 
Caution over possible develop 
ments after tile Labor Day mile­ 
stone has prevailed all this week 
and trading was lethargic, under 
the assumption that nothing much 
will happen to stock prices, bar­ 
ring surprise news, until after the 
weekend. 
Steels 
were 
increasingly 
de 
pressed by Wheeling Steel’s divi- 
cut and expectations that 
others may follow. Motors perked 
up, however, all of them showing 
small gams. The rest of tile list 
was scrambled. 


New Bookmobile 


Librarian Named 


Two Dog Bites 


On Berger List 


Berger Hospital staff members 
administered emergency t r e a t- 
ment yesterday to three Circle* 


and a beauty contest for Little 
Miss Majorette Princess. 


OHIO CASH GRAIN 
COLUMBUS. 
Ohio (AIM—Ohio 
Dept. of Agri. cash grain prices: 
No 2 red wheat mostly 12 higher 
1 94-2 02, mostly 1.98 2.01; No 2 
yellow ear corn mostly unchanged 
98-1.08 per bu, mostly 1.01-1.06; or 
1.40-1.54 per IOO lbs, mostly l.H - 
1.51; No 2 oats mostly unchanged 
to I higher 59 67, mostly 60-65; 
No I soybeans mostly unchanged 
to I higher 2.09-2.19, mostly 2.U- 
2. 12. 


SOOD HHS SHU UNUM 
TUES throu 
- A U G 28 SIP 2 


NEW YORK (AIM-T hree rail­ 
road operating brotherhoods have 
filed 
a 
$15 
million 
libel 
suit 
against the Association of Ameri­ 
can Railroads, charging the asso­ 
ciation - in a newspaper adver­ 
tisement • falsely 
accused the | 


Court News 


DIVORCE FILED 


TORONTO (AP)—Live telecasts u'njon 0f featherbedding and vo1* | Crawford CraWf0r(! 
V# 
OUmpia 
of surgery on small animals arc jng act 


a pound and was purchased bv a 
Columbus restaurant. 
The reserve 
grand 
champion 
shorthorn Angus 
cross breed in 
the same c,ass, owned by David 
Ames of Wilmington, sold for 56 


Mrs. Celia Henefer, formerly of 
Ishpeming, Mich., is the new Pick­ 
away County Bookmobile librar- Ville youngsters for dog bites and 
ian. She and her daughter, Doro- a laceration. All were released. 
about 3:30 p. rn. After three hours 
are residing at 1235 S. Court 
Beverly June Sowers, 7, daugh- 
of discussion jurors returned with St. 
a 4-2 verdict. 
U w 
requires at I 
Mrs. 
Denofer 
was 
previously 
least a 5-1 decision. 
j head of the children’s department 
The court action centered about I 
a subrogation claim of $604.83 in 
voicing the construction of high-! 


laying them in the aisles at the 
annual Canadian National Exhibi­ 
tion here. 
Spectators are fainting at the 
rate of three an operation. More 
than 60 visitors have been carried 
or helped out, and a few have re­ 
quired hospital treatment. 
The televised operations, per 
MARKETS 


CIRCLEVILLE HOG MARKETS 
Hog prices, all net, were report­ 
ed by the Bowling Stock Yards 
Company here today as follows: 
190-220 lbs., $18.25; 220-240 lbs., 
$17.75; 240-260 lbs., $17.25; 260-280 
lbs., $16.75; 280-300 lbs., $16.25; 
300-350 lbs., $15.25; 350-400 lb s ., 
$14.25; 180-190 lbs., $17.25; 160-180 
lbs., $16.25; Sows $15. and down. 


CASH price* 
paid So 
farm er* 
ta 
Corn'*^:................................ 
g J J 
:::::::::::::::::::::::: 
Oat* 
.........*..*••*•••••••••*•«• 
. 
^ 
B e a n * ............ 
i i 
E g g s 
.................................................... 
2® 
B arley 
.................................................. 
-*r 
H eavy H ens 
........................ 
Light H ens 
....................................... 
Old Roosters .............................. 
B u tte r ............................ • • ■......... 
-°* 
COLUMBUS 
COLUM BUS. Ohio (A P )—H ogs. 
<85 
central 
and 
w estern 
Ohio 
m ark ets reporting 
to 
the 
Ohio 
D ep t, of Agri ) 8.200 estim ated , 
m ostly 25 higher on butcher hogs 
and sow s: 
No 
2 
average 
good 
bu tch ers 190-220 lbs 18.25 • 18.75. 
sow s under 350 lbs 15.75-18.50. U n­ 
grad ed 
butcher 
hogs 
160-1'JO lh* 
17.50-18 00; 
220-240 lbs 17.75-18.00; 
240-260 lbs. 17.50-17.75. 


C attle *From Columbus Produc­ 
ers L ivestock Co-operative A ssn ) 
S tead y. Slaughter steers and y ea r­ 
lin gs: 
Q io ice 
26 00 - 28 00; 
good 
24 00-26 50: 
Butcher stock: C hoice 
h eifers 25 OO - 26.30; 
good 23 OO- 
25.00. 
C om m ercial 
b u l l s 
2300- 
90 50; utility 16 00-18 00. 
Cows: 
Standard 
and 
com m er­ 
cia l 1400-16 50 
V eal calves steady; choice and 
p rim e veals 3060-32 50; choice aud 
good 23 00-30 .SO 
Sheep and lam b* steady; *trict- 
ly choice 21 00-22 50; 
good 
and 
ch oice 18 00-21 OO; slaughter sn eep 
3.50 down. 
CHICAGO 
CHICAGO 
(A P )—(USD A i Hog* 
5,000; 
butchers 25 to 35 higher; 
l f 200225 lh butchers 13.73-1900; 
1-3 300-350 lbs 
sow s It* 75-17 2f. . , 
load 267 lbs 17.75; 2-3 35O-400 Ins 
15 75 16 75 , 400-450 lbs 15 25-15 75; 
400 550 lbs 14 30-15 *0. 
C attle 1,000; calves none; ch o li* 
w ith prim e end 1.220 lb slaughter 
Utters 
307; 
choice 
with 
prim e 
end 1.158 lbs 30 50; good and low 
ch oice 25 50-28 25; 
choice 812 
lb 
Slaughter heifers 26 50 
Sheep 
BOO, 
choice 
and prim e 
25-102 lh spring slaughter lam bs 
21 60-22.00; good and choice 20 00 
2100; 
m ostly 
good 
17 50*20.00; 
double deck choice 84 lh shorn 
•lau g h ter lam bs with No I and 2 
pelts 21 OO. 


The libel action was filed in 
State 
S u p r e m o 
Court 
here 
Wednesday. 
in Washington, u spokesman for 
the association denied the charge. 
The suit was filed by the Bro­ 
therhood of Locomotive Engineers 0.7780 of an acre, Tarlton, $1.10. 
the 
Brotherhood of 
Locomotive 
— 
Firemen 
and 
Engmemen, 
and 
the Brotherhod of R a i l r o a d 
Trainmen. 


champion junior Hereford owned 
REAL ESTATE TRANSFERS 
| by 
Charles 
Beal 
of 
Bucyrus 
M. E. and Ida B. Swackhammer brought 36 cents a pound. 
to Joseph E. and Inez R. Tucker, 
The state fair auctions set mod- 
part lot 32 or 2.21 acres, Circleville ern-tlay records, fair officials re- 
Twp., $1.65. 
ported. 
Fred M. and Eiva F. Chaney to 


mg. Dorothy, who attended Michi 
gan State University last year, 
cents a pound, and the reserve 
way7'h ‘and ' 52'a i “(roman”* As'the " '" J * Uking aU b eralartseo u rse 
....... 
result oi explosions a claim was, at 0hl° S,ate University U,ls f»“ - 
made by Ray Howard of Ironton 
that 
walls 
in 
his 
home 
were 
cracked and the foundation dam­ 
aged. 
The claim 
was paid 
by 
Howard’s insurance company. 


Cecil W. and 
Anna 
Ruth 
Lutz, 


WASHINGTON (AP)—The Ag­ 
riculture Department announced 
today it has authorized planning 
assistance on 12 small water­ 
shed development projects in IO 
states. Included, in Ohio, is the 
8.768 acre Black Brook watershed 
in Portage County. 
This assistance will be provided 
by state consei vatiomsts of the 
U.S. 
Soil 
Conservation 
Service 
and their staffs Later, if the de- 
v e I o p e d antifire], antierosion 
plans are approved, financial help 
for carrying then? out will be 
sought from Congress. 


Hunter Gets Coon; 


Coon Gets Hunter 


In separate sales, the grand 
champion barrow owned by Wen­ 
dell Yohe of Laura, Miami Coun­ 
ty, sold for a record price of $3 
a pound. The grand champion 
market lamb, owned by William 


BOURNE. England (AP)—The 
City Council apologized today ior 
seven beautiful girls who stripped 
down to bathing suits to form an 
honor guard at a church wedding. 
The girls are swimmers in an 
aquashow wi‘h the bride, Eileen 
Hart, 22. 


MIDDLETOWN 
(AP) — The j 
hunter got a raccoon Wednesday- 
night but a raccoon also got him. 
Albert Little, 29, of near Herm­ 
antown treed a coon, but it (ell 
out of the tree and hit the hunter 
between the eyes and knocked 
h’m out. 
Little said he figured he was 
cut for about five minutes. When 
he revived his dogs were licking 
him in the face. He continued 
his hunt and got a ’coon later 
Little reported he still has a 
headache and a big bump be 
tween his eyes. 


Mainly 


About People 


Area C ake Baker 
Places at State Fair 
Mrs. Galen D. Mowery, Route 3. 
won 
second place honors t h i s 
HOWEVER, 
the National Mu-1 wet?k 
at the ohio state Fair for 
tual insurance Co. in turn f i l e d ^er entry a chocolate 
layer cake 
suit against Replogte in 
an at- *n 
Naked 
Goods Division, 
tempt to be reimbursed. Accord- 
Mrs Mowery will receive a cash 
ing to one spokesman, the insur- awar(l f°r lier prize entry, 
ance company 
was not interested 
in the $604.83, 
but r a t h e r the 
‘‘principle at stake.” 
Harry Margulis, Ashville attor­ 
ney, was appointed by Judge Ster­ 
ling Lamb as acting judge to hear 
the case. Procedure was held in 
the Common Pleas Courtroom at 


ter of Mr. and Mrs. Marion Sowers 
129 Logan St., and Tammy Tat- 
man, 4, daughter of Mr. and Mrs. 
Thomas 
Tatman, 
380 
Nicholas 
Drive, were bitten by dogs. 
Ernie Haddox, 8. of 620 S Scioto 
St., fell and lacerated his forehead 
while p l a y i n g on tile railroad 
tracks. 


DEPENDABLE 
PRESCRIPTION 
SERVICE 
Fresh, Fine 
Quality Drugs 


i—»i 
YOUR MONEY 
BUYS MORE 


r 
n 
IN A WEAL 
ORUfl STORE-J 


Lynn 
E. 
Rummers, 
Route I, the courthouse. 
Laurelville, has been discharged 
from Chillicothe Hospital 


50-50 Dance, Tarlton Town Hall, 
August 31, 1962, 8:30 to 12. —ad. 


Louisiana Town Starts 
C leonup after Storm 
CAMERON, La. (AP) — Un- 
daunted by its latest battle with 
the elements, this low-lying coast­ 
al town starts today to clean up 


Clarence F. Durn, Route 2, Am­ 
anda, has been admitted to Lan­ 
caster Hospital. 


Mrs. Ixiren Howe, Mt. Sterling, 
has been admitted to Fayette Me-; 
mortal Hospital, Washington C. IL j 


Attorney for the plaintiff was 
Allen Berger. Attorneys fur the 
defendant were George Y o u n g , 
Circleville; Homer Edwards, Iron­ 
ton; and G. B. Johnson, Ashland, 
Ky. 


Card Party, Sat., Sept 
Jackson Twp. School, 8:15 sponsor­ 
ed by Jackson Twp. Booster Club. 
—ad 


Three Fined 


By Muny Court 


Three persons faced a total of 
1st, at four charges yesterday in Circle- 


At Eileen’s wedding in a local i ^ter * death-dealing windstorm 
Anglican church, the seven sat de 
niurely and fully clad in their pew 
through the half-hour service. 
After the service, the dresses 
came off in the churchyard out 
side, revealing swimsuits embel­ 
lished by filmy trains of white 
lace. 
The council apologized because 
it sponsors the show. 


Brother as President 


Is Asset, R F K Believes 
WASHINGTON (AP)—The rales 
for success in politics are many 
and colorful, and Atty. Gen. Rob­ 
ert F. Kennedy has added another 
—“Don't knock having a brother 
as president.” 
The subject carne up Tuesday in 
a chat between Kennedy and 50 
college students in his office. One 
student wondered whether having 
a brother in the White House was 
a disadvantage in his job 
Replied the attorney general: 
I “No—a great advantage. I don’t 
knock it.” 
BLUE RIBBON 
ICE CREAM 


The 


Family 


Favorite! 


No Dessert More Popular . . . 


No Food More Healthful! 
Blue Ribbon Dairy 


and high waters. 
Rummage Sale, Sept. I at 9 at 
It was Cameron’s third severe Hill Imp. Sponsored by St. Paul 
onslaught by storms and swirling E.U.B. Church 
—ad. 
waters in less than five years. 
------- 
The 
offical 
casualty 
list 
of 
Mrs. Jihn W. Van Dyne and 
Tuesday night’s storm shows two daughter, Mt. Sterling, have been 
dead and 
30 
injured. 
Eighteen discharged from Fayette Mentor* 
were hospitalized. The Red Cross ial Hospital, Washington C. H. 
reporter! 125 families affected by 
- - ■ —....... ... 
the storm. One home was demol­ 
ished and 16 house trailers were 
destroyed or severely damaged. 


Shower m e t e o r s are roughly 
uniform in size. None has been 
known to reach the ground, yet 
almost all are large enough to 
leave trails. 


Ecuador Fire Kills 20 
GUAYAQUIL, Ecuador (AP) — 
Twenty persons died and 30 were 


Ville Municipal Court. 
John C. Reid, 22, Route 2, was 
fined $15 and costs for speeding at 
65 miles per hour in a 50 mile zone 
on an affidavit filed by Hie State 
I Highway Patrol. He was also fined 
I $30 and costs for operating a mot­ 
or vehicle on a temporary' permit 
without being accompanied by a li­ 
censed operator. 
Also arrested by tile State Pat­ 
rol was William F. Wangler, 35, 
Fort Wayne, Ind., who was fined 
$10 and costs for speeding at 70 
m ilt; an hour in a 60 mile zone. 
Ray F. Ply rn ale, 63, Washing­ 
ton C. IL, was fined $15 and costs 


Announcing- 


9 P. M. Friday Mixed 
Couple League Meeting 
W ill Be Friday Aug. 31 
At 7:30 P. M. 


New couples wishing to join the league please 
be present at this meeting a l . . . 
Prairie Lanes 


“CIRCLEVILLE’S RECREATION CENTER” 


ON SIAGE' 
- 
IN FUSON' 


JUANITA 
RAMON 


HALL * NAVARRO 
M I C H I 
K O B I 


IN RODGERS IS HAMMERSTEIN'* 
FLOWER 
PRU M # 
SONG ’ 
ALSO S T A R R IN G 
COCO 
and DANNY MEEHAN 


Week of Sept. 4 
MARTHA RAYE 
iii the New Musical 
"WILDCAT" 


WEEK OF SEPT ll 
PATRICE 


fP M U N S E L 


' 
'M e r r y 
' W M ow 


■ F ? ROBERT WRIGHT 
WR W 
DON. M< KAY 


r P 2 
50 
IAI 
•NCI 


lue.DNT I CNI I c*l«?4) 
th,OJI* 
I £01 OMIIUS 
■MU I Kl !ICUI is HU* 
GT I SUH* III I IS 
Mill 
HS I 
For Choice Scots — 
Moke Reservations C A R LY f 
★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★ ★★★★★★★★★★★★★★★★★★★ 


injured Wednesday in a fire which 
destroyed a square block of homes for failure to yield the right-of-way 
in a poor section of this port city. I He was arrested by city police. 


K L E E 
O T H E S 


Trim and 


Timeless 
Natural shoulder styling 
and traditional tailoring 
by CURLEE make these 
wjits perfect for the 
man who insists on 
quality with style. Come 
in today and see our 
complete selection of 
patterns and fabrics 
for Fall. 
$52 50 


Hit No. I 


SHE KISSED 
CLAWED AHD 
CARESSED 
Cat 
On a 
Hot 
Tin Roof 
flit No. 2 


ihSL txttSL 
Starts 8:00 
ttamnf 
Elizabeth TAYLOR 
NEWMAN 
Burl IVES 
tack CARSON 
Judith ANDERSON 


MITROColon 


Starts 10:00 


t ’Ui. 
- C M im a I coK 
IKMWCOUML 
Second 
'A tte REYNOLDS 
Time Around 


For 
Our 
* c 
Plus These Added Attractions 
F R I. - S A T . — 5 • H I T S 
ALL COLOR 
D I S K l o O W 
W 


Hit 
No. I 
ii 
CARTOON 
CARNIVAL 
Starts 
7:20 


Sift S. Pickaway St. 


AUDIE 
MURPHY 
and 
JO H N 
SAXON 
In 
Posse from Hell 


MUS OF 
R M S 


SPEctacdiQB 


* 
* 
** 
* 
**¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥¥ 
¥ 
¥ 
¥¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥ 
¥. 
: 
¥¥■ 
¥ 
¥ 
¥ 
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OPENING TONIGHT 
Special Roadshow Engagement 


true 


THE M O ST M A R V E L O U S M O VIE EVER M A D E I 
FRO M THE PLAY THAT KEPT PLAYING FO REVER! 


CB It! 


iTjcua eon** c>h p 
HUSIC SUPERVISED BY RAY HE UDOW TECHNIRAMA* TECHNICOLOR* 
‘ SCRHNPIW BK MANION HARGMM PRESENTED BY WARNER Bf,OS. 


Wartier Bros. Record* SOUND TRACK Al BUM available now at your favorite dealer 


STARLIGHT CRUISE-IN 


One Complete 
ShowingfNightly 


Ari ti It h $1,2.1 
Children 8-12, 30c 
Under 8 — Free 
Sloxoffire Open* 7*15 
Muisic Man 8:30 


*af 
+**** 
»** 
ae 
al­ae 
at­arav­at­ar 
ar 
ar 
ar 
ar 
ar 
ar 
ar 
ar 
ar 
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ar 
ar 
•ar 
ar 
ar 
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Derby News 


Th e C ircle ville H e ra ld , Th u r. Au g u st 30 , 196 2 
C ircleville, Ohio 


Claribel 
and 
Patsy 
Winfough, 
Mrs. J ane Ridgeway , and 
M i s s 
Nancy Smith returned home last 
Saturday evening 
from 
an eight 
day vacation trip to N iagara Falls 
Montreal and Quebec, 
C an ad a, 
Returning they visited points of in­ 
terest in Maine, New Hampshire, 
Vermont and New York. 


Mrs. Helen Arledge is still a pa 
ticnt in 
tirant 
Hospital 
at 
this 
writing. It is 
hoped she 
will 
Ive 
well enough to return this w eek­ 
end to her home. 


A supper and shower was given 
on Saturday evening August 25 by 
Mrs. 
Betty 
Badhan 
and 
Mrs. 
Betty 
M usgelm sn 
honoring 
the 
com ing marriage of 
Miss 
Bertie 
I/ooney to Mr. David Mu*Selman, 
Relatives of both im m ediate fam ­ 
ilies were present. 


a 1 day s the past week visiting with ! 


Mrs. Georgia Duke of Columbus. 


Mr. Charles Smith has been ill 


at his home here for several day s. j 


Friday August 
24 
a 
personal 
shower w as given by D iane Ortleff I 
and Helen Stevoff honoring Miss 
Bertie 
Looney 
on 
her 
coming 
m arriage. 


Go ld b erg Named 
To High Court 


<Continued from Page I) 
| aigue — any subject 
Goldberg is 5 4 , grey ing, u su ally preme Court business. 


Master Randy Higgins of Orient 
spent several day s the past week 
visiting with his great-grandm oth­ 
er, Mrs. Virgie Higgins. 


On Tuesday , Mrs. Archie Sweet 
and Susi were guests of Mrs. E d­ 
ward Glceson of Columbus. 


Mrs. Archie Sw eet and daughter 
Susi, were guests on Wednesday 
at a cook-out at the hom e of Mr. 
and Mrs. C. W. l e g g of Columbus. 
Also 
present 
wore 
Charles 
J r., 
Ricky Legg. Mr*. Ivarene Kasper 
and Mrs. Eulah Stevenson, all of 
Columbus. 


Mrs. Nolle Badhan spent sever- 


Mrs. Margaret Hughes of Ath­ 
ens visited on 
Sunday 
with 
her 
mother, Mrs, Virgie Higgins. 


Mr. and Mrs. R. CL Looney an 
nounce the 
coming 
m arriage 
of 
their daughter, Bertie, to Mr. Da 
vid M usselman, son of 
Mrs. 
E s ­ 
ther 
M usselman 
on 
Septem ber 
29 th, at Derby Methodist Church 
at 2:50 p, rn. it will 
be 
an open 
church wedding. 


Vivian Van ce T eams Ag ain 


W ith Lucy in New T V Show 


Focu s on Health 
Drug Called 
’ABOB' Used 
To Curb Colds 


By THE ASSOCIATED PR E SS 


A drug to combat colds, a q u es­ 
tion about high protein diets, and 
a study of mental stress and tooth 
decay figure in the m edical news: 


An anti-virus drug, nicknam ed 
ABOB, often can prevent or sup­ 
press respiratory infections of the 
com m on cold ty pe, a Swedish phy ­ 
sician reports. 
In tests in an industrial plant, 
ABOB was credited with reducing 
absenteeism from colds by 50 per 
cent, when workers took the drug 
at the first sign of sy m ptom s. In 
another experim ent when it w as 
taken as a preventive, the inci­ 
dence of colds was reduced by SC 
to 40 per 
cent, 
say s 
Dr. 
J ohn 
Haglind of Hoping, Sweden. 
A FL and CIO. 
High Protein Diets 
jn Congress, words of r e g r e t 
A medical research team tak« s 
that 
failing 
health 
had 
forced 
issue with the idea that a high 
Frankfurter to retire 
w ere cou- 
protein diet 
allows 
the 
body 
to 
pjed vsjth generous appraisals 
of 
store up reserves of protein, us? 
Goldberg. 
ful later on if diseases trike or 
s e n a t e 
Republican leader Ever- 
y ou have to go hungry . Such diets 
M 
pirksen of Illinois—Chicago 


T h e W o rld T o d a y 


sm iling, alway s bouncing around 
with seem ingly unflagging energy . 
He was am ong 
those 
mentioned 
for the Suprem e Court at the time 
Kennedy made his first appoint­ 
ment to tho tribunal, that of Dep­ 
uty Atty . Gen. By ron R. White. 
Both Frankfurter and Goldberg 
are J ew s. Both cam e from im m i­ 
grant 
stock. 
Both 
battled 
their 
way upward 
Both battled, to, for 
unpopular causes they felt were 
right. 
But 
Frankfurter s 
legal 
back- 


W ASH I NC, TON 
(A P ) 
- 
greatest 
irony 
in 
J ustice 
Frankfurter’s life is this: At the 
beginning and end of his career 
j 
on the Suprem e Court an attempt 
w as made to give him a red tinge. 
It is ironic because this prime 
and pedantic inst ice who retired 
at 79 W ednesday because of ill- 
any su^iect except S i- 
nPSS went on the court as a hero 
, to 
liberals 
an i 
as 
Hic 
y ears 
passed 
increasingly 
disappointed 
them with his conservatism . 
His whole life was dedicated to 
American constitutional and dem- 


Franklin D. R oosevelt, who ap 
pointed 
him 
tx, the court, once 
said: 


“ Felix 
has 
more 
ideas 
per 
minute than any man in 
my ac - i ocratic processes t ut he could be 
quaintance. 
He 
has 
a 
brilliant ’■ painful. He lectured law y e t s he- 
mind, 
but 
it 
clicks 
so 
fast 
i t f o r e the court, p.rkm g and prun- 
makes my head fairly spin. I find ; ing his 
w ay 
b r ou gh their argu- 
him trem endously interesting ana ; m ents. 
stim ulating.” 
Ho 
wrote 
opinion* 
onelies. ly 


Frankfurter and h i, wife have 
hp 
v“ ’ wlth lhe nM)or,ty 
no children. Mrs. Frankfurter for 
y ears has suffered with arthri’i.- 
and is said to tx 
1 the only person 
ground 
w as largely 
that of tnt 
who can c ajm 
down> 


Harvard professor. 
Born 
in 
Vienna, 
Frankfurter 
Goldberg's 30 y ears of law were 
didn’t know' 
a 
word 
of 
English 
largely in the labor field. He had 
j ujien 
he 
arrived 
in 
the 
United 
a key role in the m erger of the 
states 
the age of 
1 2. He quick- 
_„,i 
/ i n 
i j y m ade up for lost tim e. 


His 
last 
major 
opinion 
read 
from the bench was a dissent that 
ran about 22,400 words. 
In an early opinin Frankfurter 


and when he w as against it, par 
Ocularly when he was against it. 
These opinions were often tough 
to read and full 
o f hair-splittings 
When President 
Roosevelt 
ap­ 
pointed him to the court J a n. 5, 
1939, 
and 
the 
Senate 
J udiciary 
Cm m ittee 
held 
hearings 
on 
the 
nomination, 
extrem e 
right-wing­ 
ers protested 
and 
made 
i e air 
of the com m ittee room foul with 
anti sem itism . 
It was Mrs. 
Ehzabeth 
Dillmg, 
au th o r of 
the 
“ Red 
N e tw o rk.” 


The j slight d ev iatio n fro m c o u r t 
pro- 
Felix 
I end u re —o ften existing o nly in the 
mind o f the ju stice—is a 
mo rtal 
sin . . 
Ham ilto n 
sized 
u p 
the 
d iffer 
enees betw een tile c o u r t’s liberals 
and 
co nserv ati v es as 
the d if fe r­ 
ence between the “ a ctiv is t” an i 
“ lega l” ap nro a c h to case s 


It 
was the d ifference 
between 
the 
‘'Let s 
be 
ca u ti o u s” 
and 
“ let's get m o v ing” v iew o f ju r is ­ 
p ru d e nc e 
as 
F r a nkf u r te r 
had 
d em o ns tra te d a y e a r befo re Ham 
ilto n wro te his p iece 


In 194 6 the co u rt refu sed to tell 
state legislatu res they had 
to re 
ap p o rtio n 
their 
m e m b e rs h i p 
to 
giv e v o ters in a state faire! re p ­ 
resentatio n 
F r a nkf u r te r 
writing 
the o p inio n, said the co u rt sho u ld 
no t e nte r “ this p o litical thicket.” 
The “ ac tiv is ts'’ 
to o k 


By Ja me s M a rlo w 


March this y ear when a majority , 


brushing aside Frankfurter’s view 


of 194 6 , ruled for the first time 


th at the court had to take a hand 


in reapportionment. It was a land­ 
mark 
decision 
but 
Frankfurter 
was still against it. 


o v e r in 


R U B B E R STAMPS 
R E Q U IR IN G 
NG INK PADS 
AVAILABLE AT 
T U E C IR C L E P R E S S 


noted that he wished to say “ one 
tried to pa* the red tag on 


HOLLYWOOD 
(A P ) — Lucille 
Ball and Vivian Vance are back 
at the sam e old stand, three y ears 
and a few husbands later. 


The fam ed red-haired star and 
her blonde pal are team ed once 
again for television, their first en , 
gagem en t together since the end 
u \ nine fabulous y ears of “ I Love 
L u cy .” 


This tim e it s “ The Lucy Show.” 
T he girls are the sam e as ever, 
though their marital status needs I 
a .m e explaining. 


Lucille, has abed her real and I 
television husband, I) e s I 
A m ar, I 
and married com edian Gary Mar­ 
tin. but D esi rem ains producer of 
the new show. 


Vivian is no longer married to 
her real spouse, actor Philip Ober, 
nor to William Fraw ley , her ever 
loving husband of “ I Love L ucy .” 
.she is now the wife of literary 
agent J ohn Dodds. 


To 
keep 
the 
confusion 
to the 
m inim um , the new show features 
i bern 
husbandless — Lucille 
by 


T OD A Y 
In History 


Tday is Thursday , Aug. 30, the 
2 1 2 nd day of 19 02. There are 123 
day s left in the y ear. 
Today 's highlight in history : 
On this day in 1813, the nation 
sintered one of its 
worst 
Indian 
m assacre s— at Ft. M im s, 35 m iles | 
north of Mobile, Ala. Gaining e n ­ 
try into the stockade, Creek 
In 
dians left only 50 persons living 
out 
of the 553 who 
had 
sought 
lefuge 
there 
The 
deed 
prceipi 
fated tile 
Creek War, ended 
by 
Indians in March of 1814. 
On this d ate— 
In 
1862, 
the 
second 
battle 
of 
Bull 
Run 
w as fought. 
In 
19 16, 
Turkey 
declared 
war 
against Romania 
In 
19 24, 
the 
D aw es 
Plan 
for 
World 
War 
I 
reparations 
w as 
signed 
in Londn. 
In 19 44 a 
F r e n c h pro\ixional . 
gov e m in en t headed by 
Gen. De 
< 
Galilee w as set up in Paris. 
In 194 5 , 24 G e r m a n 
leaders 
w ere indicted 
as w ar crim inals. ' 
T oday ’s 
birthday s: 
Diplomat Charles Bolden is 
. > 8 
Stage and TV star Shirley Booth 
is 5 5 . 
Thought for today . 
R em em b er 
blood 
is 
not 
nlv j 
thicker 
than 
water, 
but 
it 
bds 
line quickly . 


death and Vivian by divorce. 
What has Vivian been doing for 
Hic last three y ears? 


“ Every thing 
I could,” 
silo 
re 
plied 
“ I 
play ed the J ack 
Baar 
show, sum m er stock; 
I kept as I 
busy 
as 
possible. 
There 
was 
a 
special reason for this. 


“ I had to find my owm identity , j 
I 
was 
so 
subm erged 
in 
Ethel j 
Mertz that I w as afraid I would 
never again be recognized for my 
ownsetf. Oh, I was grateful to her 
for the biggest success I had ever 
known. But, being a creative per- 
j 
son, I was worried that I would 
be stuck doing the sam e role all 
my life.” 
She is perhaps more aw ate of 
her 
identity than 
most persons. 
She 
suffered 
a 
nervous 
break­ 
down IO y vars ago and spent s e v ­ 
eral y ears in analy sis. 


T reatm ent restored her b alan ce 
and left ber a :ealot for mental 
health. 
Now 
living 
in Stamford, 
she has spent much of her spare 
time in mental hospitals in Con 
neeticut 
as 
a 
volunteer 
worker 
with patients. 


She appears happy in hei m ar­ 
riage to Dodds, whom she m et on 
a blind date in Santa Fe, N.M . 
She started the series in J uly , will 
be finished w ith Ute 30 show sea 
son in February . 
Doesn t she run the risk of sub­ 
merging her identity again ’’ 


“ I 
don't 
think 
so,” 
she 
said. 
“ At least my nam e is Vivian in 
the show. ITI be play ing my own 
ace and I can wear more attrac­ 
tive dresses. I had to play Ethel 
Mertz older and kind of d ow d y 
also, Ethel seldom smiled. Me, I 
like to be M nnv " 


are being recom m ended for that 
reason. 
There is no scientific evidence, 
from 
rat 
experim ents, 
that 
tb« 
body 
can 
bank 
proteins, 
report 
Drs. 
L. 
E m m ett 
Holt 
J r., 
and 
Elias H alac J r., and Charlotte N. 
Kajdi, A . IL, of New- York and Bal-' 
timore. 
Worry and Teeth 
Mental stress and strain som e­ 
how m ay make teeth m ore s u s ­ 
ceptible to d ecay , at least in som e 
adults, say s an Australian dentist. 


Dr. Philip R. N. Sutton of M el­ 
bourne checked records 
of 
hun­ 
dreds of people and found that an 
outbreak of tooth decay frequent 


is Goldberg’s home town—said the 
Cabinet m em ber “ m easures up to 
every 
standard 
required 
for 
a 
place on the Supreme Court 
A number of D em ocrats were 
equally ready with applause. 
Goldberg's black - haired wile, 
Dorothy , said “ a little boy has a 
d ream — and it com es true. This is 
som ething incredible, h e’s alway s 
wanted it.” 
Goldberg, in Chicago for efforts 
to 
avert 
a 
threatened 
railrad 


word m ore,” then said about lo 
(XX) words more 


U.S. Weath er 


Satellite Plan 


T o Be Pushed 


him. She said he had lo ng b e e n 
o ne o f the p rincinal “ aid es to the 
Red 
rev o lu tio nary 
m o v e m e nt 
in 
thp United States ” 
L a s t 
May , 
while 
F r a nkfu * * r 
w a s h o m e with the illness which 
forced 
his 
re t ire m e nt, 
an 
e x ­ 
t r e m e l y 
c o nserv ati v e 
Mississip p i 
D e m o c ra t , Sen. J a m e s O. 
E ast 
land , a tt a c ke d the S u p r e m e Co u rt 
in the Se na te au d 
said 
“ a 
m a ­ 
jo rity o f th e co u rt v o ted in fav o r 
o f the p o sitio ns ad v o cated by the 
W A SHIN GTO N 
( A P ) 
- 
. . . . 
. 
Weather Bureau is considering an 
C o m m u nis t I ar y. 
early 
start 
on 
regular o p e r at e 
He 
put 
Franrffurter 
lr. 
the 


strike, said “ I shall, with the ap- , 
Qf g sale i]Re weather forecast sy s- 
group. 
E astlan a’s 
perform ance 
ailing, aa.e. 
- 
------- ------ 
* 
; or a saloon s wcBiinri W ic m s i 
3 / 3 - 
O 
r 
*Up 
proval of the Senate, dedicate my - 
^ 
using operational models of w as called 
a 
" £ 
. 
, 
sell with all humility to this high thp 
present 
Tiros 
experim ental assistant Republican 
_ - - 
calling ” 
satellite. 
Thom as 
H. Kuchel of California. 


outbreak of tooth decay ir e q u e n i-; 
Born in 19 08, Goldberg was the 
1>r 
s 
Kred fin ger, director of 
Th e 
day 
aM-f‘r 
Ub­ 


l y f o l l o w e d 
t i m e s of great mental 
y oungest 
of eight 
children of a 
t h e 
National 
W eather 
Satellite pointed 
I hun. to the dehgnt or 
. 
^ 
worry or stress. But he say s the j poverty stricken 
J ew ish 
couple 
cen ter, described 
plans Wednes- 
orals , fhe New 
oditorial 
findings thus far are only sugges- 
who cam e to the United 
States 
day p, a House subcom m ittee. 
r em ar k ab ly Cl arn o. a, 
! from Russia. He got his first job 
The subcom m ittee 
heard 
test!- predicted he would reveal an 
tive, nor conclusive. 
a delivery 


Airlin e ueioys 


Employe Callb ack 


MIAMI, Fla. (A P ) — Eastern Air 
L.ncs say s 450 em ploy es in c u s­ 
tomer 
service 
w on’t 
be 
called 
back to work when the air line 
resum es full operations Sept. 
12. 
The 450 lay off notices today fol­ 
lowed 
word 
sent 
1.2,50 
m ainten­ 
ance em p loy es T uesday that they 
will not Im* recalled. All are mom - 
1/crs of the International A ssocia­ 
tion 
of 
Machinists 
and 
1,150 of 
them live in Miami. 
An 
E astern 
spokesm an 
gave 
two reasons for the lay offs. 
“ When we begin full service we 
will be operating with 34 fewer 
aircraft as a result of retirem ent 
oi older engine aircraft.” he said. 
' Secondly , because of the strike 
we 
will 
be 
fly ing 
few er 
total 
hours.” 


H o w W eat her 


Looks T o d ay 


COLUMBUS, 
Ohio ( A P ) —OW 
etal Weather Bureau sum m ary of 
Ohio’s w e a th e r outlook: 
T em peratures 
w ere 
a 
little 
w arm er 
W ednesday 
night, 
and 
near 
dawn 
today 
representative 
readings around the stale includ­ 
ed 
Columbus 
67, 
Cleveland 
53. 
Cincinnati 64, Marietta 59 . 
D ry , w arm w eather was e xp e ct­ 
ed to continue today 
for the en- 
i t;re state with midafternoon te m ­ 
peratures near 9 0 
in 
m ost 
s e c ­ 
tions. 
The outlook 
fo r dry 
w eather 
< xtends into tonight, w ith tem per 
cr, on F rid a y the co m bi natio n o f 
increasing humidity and an 
e a s t ­ 
ward moving cold front extending 
from Northern Michigan into llli- 
i nois and Missouri most likely will 
produce sc a ttere d thundershowers 
in 
portions 
of 
western 
Obi 
by 
midafternoon 


at the age of 
1 2 , as 
boy . 
For two y ears, he went to two 
colleges 
at 
once 
and 
worked 
eights to pay his w ay . He gradu­ 
ated 
from 
Northwestern Univer 


mony T uesday that 
the N im bus 
ganic conservatism , 
satellite, intended to be the regu- 
Walton 
Hamilton^ com m on mg 
lar w eather forecasting sy stem , is 
in the Yale Lax- Review in 
.< , 
running six months to a y ear be- 
on the mind of the c on s or t a,.\* 
hind schedule. 
wing of the court, rn which Re 
aiea 
irom i w u . T , c .vt . u 
------- 
Singer said he exp ects to pre- 
placed Frankfurter, described this 
sity Law School, 
top m an in 
th? sent the new Tiros proposal to the 
particular kind of mind as 
class of 19 29 
and got special per- j National 
A eronautics 
and 
Space 
“ So esoterically judicial 
J * : 
m ission to take the 
Illinois bar 
Administration, the military , and 
exam ination before he w as 
2 1 . 
| other agencies concerned within a 
M u r ( j e r 
Cho rge I* Filed 


" A . " for th ., delay s in p erfect,ng 
DAYTON. Ohio O*P) - Donald 
N im bus, 
Singer 
defended 
NASA 
Tay lor. 
. 
bf 
D ay ton 
h a, 
and the contractors working on the 
been charged wi 
" 
, 
later-model w eather satellite. 
murder in the bu c e r 
rn 
^ 
The d elay s are reported to re- 
R °Ser 
(,irnn 
! p 'm * 
‘ 
suit 
from 
technical 
difficulties. 
Powell 
County , Ky . 
Tip on 
was 
m ainly w'ith tile control sy stem to 
stabbed 
during 
a 
m elee 
at 
a 
keep 
the 
satellite’s 
instrum ents 
party 
here Saturday night, 
aim ed 
alw ay s at 
Hie earth, 
but 


By the mid-i9 30s, he w as oun­ 
ce! for a 
number of unions. In 
World War IL Goldberg took 
a 
job with the Office of Strategic 
Services, organizing 
a 
giant e s ­ 
pionage 
network 
of 
anti-Nazi 
transportation workers behind e n ­ 
em y lines. 
As counsel for the CIO, he w-on 
the 19 49 court ruling that 
made 
pensions 
a 
item . 
He 
helped 
engineer 
the 
agreem ent that created the 
AFL- i 
CIO, 
and 
bad 
leading 
roles 
in 
steel negotiations over a 
1 0 -y ear 
span. 
Goldberg's wife is a well-known 
abstract 
painter. 
Modern 
p aint­ 
ings, 
som e 
by 
Mrs. 
Goldberg, 
decorate the paneled Labor De- 
: partm ent offices whore 
Goldberg 
j nas spent m a ny sleepless nights 
j guiding marathn negotiating ses- 
j sions. 
The Goldbergs have 
two 
chil 
j dren. 
Many 
lawy ers 
who quaked 
in 
; their boots at the razor-tongued 
Frankfurter's 
bench-jockey ing no 
drowned in 
the 
Grand 
River noubt greeted the end of an era 
W ednesday . They 
had been 
swi m*! vsith relief. 


collective 
b a r g a i n i n g 
also with the power supply and 
LSE UHE (U A S S IF IE D S 


2 Painesv ille Child ren 
Dro wn while Swimming 
PAIN E SV ILL E , 
Ohio 
( AP ) 
— 
Two 
children 
of 
Mr. 
and 
Mrs 
Ray 
J 
Tkautz 
of 
Painesville 


som e of the television equipm ent. 


Ohio 's Aged Pensio ners 
Receiv e $7 .1 Millio n 
COLUMBUS, Ohio ( AP) — Pay - i 
monts to old 
age pensioners 
in 
Ohio during August amounted to 
$7,149 ,770, State Auditor J am es A. 
Rhodes 
reported 
today , 
an 
in 
crease of $108,578 over the pre­ 
vious month. He said this brought 
to $14,19 0,9 62 the total pay m ents 
for the first two months of the 
fiscal y ear, which w as a decline 
of $266,340 from a corresponding 
period last y ear. 


ming around py lons for a railroad 
bridge at the foot of J ulia Street. 
Bodies of the v ictim s—P am , 
IO. 
and J im m y , 8 — were recovered by 
the Coast Guard and skin divers. 
J ack ie Tkautz. 
5, 
w as 
fishing 
from the river bank when he saw 
his 
brother 
and 
sister 
sink 
b e­ 
neath the surface. He told sh er­ 
iff’s deputies the two went down 
together after they grabbed one 
another. 


Frankfurter it. a man of many 
i im ages, of blazing contrasts. 
To his admirers, his many sides 
w ere 
the 
facets 
of 
a 
brilliant 
oiam ond. 
To others they were pieces of a 
! jig-saw puzzle. 


J 
He was gay . w aspish, scholarly 
and som etim es downright rude. 
To those who met him socially , 
; Frankfurter could be the life of 
the party , willing to discuss— and 


SPECIAL 


FRIDAY and SATURDAY 
Wh ite Cake 


With Wh ite Icing Topped 


With T en d er Flaky Coconut 
69 
LINDSEY 
BAKE SHOP 
127 W. Main St. 


WEEK-END FOUNTAIN SPECIAL 


ICE CREAM 
SODA 


1 9 


All 


Flavors 


KI NG S IZE 
PEPSI 
2 cartons 7 9 


Risch Drug Store 


Thrifty FRIGIDAIRE Washer 
with AUTOMATIC Soak Cycle! 


• Ne w 12 -lb . “ b ig wa sh " ca p a city! 


• Fre sh ru n n in g wa te r rin se s! 


• Sp in s clo th e s d rie st o f a ll! 


• 3-Rin g Ag ita to r a ctio n cle a 
clo th e s in sid e 
and o u t! 


Special Friday and 


Sat. Only 


S199.95 
W.T. 


e as y te r m ! 


Ask about exclusive 15-Year Lifetime Test! 


T W I s t u r d y F R I G I D A I R E w ai h i r 


APPLIANCE 
and REFRIGERATION CO. 


126 W. Main St. — GR 4-5527 
Open Friday and Saturday Until 9 I*. M. 


Ou r Featu re Each Friday . 
. 
YOUR FAVORITE FISH 


TO 
TAK! HOM! 
TOO! 


Call 
GR 4 2109 


All Yo u Can I Oat 
Inclu d ing F re nc h 
Fries and 
Co le Slaw 
s1 
NOEL’S 


Restaurant and Drive-In 


Ro u te 22 at Sto u tsv ille Pike 


Do n't F o r ge t: W e're Op ne 7 A.M. 'til 1 2 P.M . 
E a c h D ay — Dine With Us To night! 


000 
Z> 
BOYS AND GIRLS! 


enter your dog in our big 
Ken*L*RATiON 
ACAOS 'DOO S //O H /S 


trs m e ! 
SHOW SAT. IO A.M. AT W A R D S 


• 
I a p e d or p lant c o lo rs! 


h 
i o 
n 
i , lU O A i£ ^ S y ir d 


F R O M T H E L O O M S 
O F 
M O H A W K 


o tA & L . c o 
A p 
e tr 


M o re w o m e n b u y fa b u lo u s M o h a w k T r e n d le * 


th an an y o th e r c a rp e tin g in th e w o rld b e c a u s e .** 


• Tre n d te c is yo u r b e st b ro a d lo o m 
bu y . Do llar fo r d o llar 
it* va lu e ca n ’t 
be b e a t' 
• I re n d te x is a t w o n d e rfu lly ca vy to ca i# fo r a i, it is b e a u 
I,fu l — and it we a ls a n d we a rs! 
• Tre n d te * is 1 0 0 % wo o l p ile ...a m a zin g ly cru sh re sista n t 
,* i!l n o t sh a d e o r sh o w fo o tm a rks! 
• Tre n d !#* ta ke s te rrific p u n ish m e n t. Ap p e a ra n ce a ctu a lly 
im p ro ve s w ith we a r! 
• Tre n d te * co me s rn a fre sh , sp a rklin g p a le tte o f e la tin g 
co lo rs You ll fin d ju st th # co lo r to tie y our room to g e th e r 
. . a t 


$9.95 *» q . y d . 
WARDELL’S 
CARPET and RUGS 


14 6 W. M AIN ST* 


Derby News 


Claribel 
and 
Patsy 
Wtnfough, 
Mrs. Jane Ridgeway, and M i s s 
Nancy Smith returned home last 
Saturday evening from 
an eight 
day vac ation trip to Niagara Falls 
Montreal and Quebec, C a n a d a. 
Returning they visited points of in­ 
terest in Maine, New Hampshire, 
Vermont and New York. 


a1 days the past week visiting with 
Mrs. Georgia Ihike of Columbus. 


Mr. Charles Smith has been ill 
at his home here for several days. 


Mrs, Helen Arledge is still a pa 
tient in 
G rant 
Hospital 
at 
tins 
writing. It is hoped 
she will 
Ik* 
well enough to return this w eek­ 
end to her home. 


A suptKr and shower was given 
on Saturday evening August 2:> by 
Mrs. 
Hetty 
Badhan 
and 
Mrs. 
Betty 
Muagelman 
honoring 
the 
coming m arriage of Miss 
Bertie 
l/ooney to Mr. David Musselman. 
Relatives of both im m ediate fam ­ 
ilies were present. 


Mrs. Archie Sw'eet and daughter 
Susi, were guests on Wednesday 
at a cook-out at the home of Mr. 
and Mrs. C. W. I^egg of Columbus. 
Also present 
were 
Charles 
Jr., 
Ricky Cegg, Mrs. Ivarene Kasper 
and Mrs. Eulah Stevenson, all of 
Columbus. 


Mrs. N’elle Bauhan spent sever- 


Friday August 
24 
a 
personal 
shower was given by Diane Ortleff 
and Helen Stevoff honoring Miss 
Bertie 
Cooney 
on 
her 
coming 
m arriage. 


M aster Randy Higgins of Orient 
spent several days the past week 
visiting with his great-grand moth­ 
er, Mrs. Virgie Higgins. 


On Tuesday, Mrs. Archie Sweet 
and Susi were guests of Mrs. E d­ 
ward Gleeson of Columbus. 


Mrs. M argaret Hughes of Ath­ 
ens visited on 
Sunday 
with 
her 
mother, Mrs. Virgie Higgins. 


Mr. and Mrs. R. CC Cooney an 
nounce the 
coining 
m arriage 
of 
their daughter, Bertie, to Mr. Da 
vid Musselman, son of 
Mrs. 
E s­ 
ther 
Musselman 
on 
Septem ber 
29th, at Derby Methodist Church 
at 2:20 p. in. it will be an open 
church wedding. 


Vivian Vance Teams Again 


W ith Lucy in New TV Show 


Focus on Health 
The C ircle ville Herald, T hur. A ugust 30, 1962 
Circleville, Ohio 


HOLLYWOOD (AP) — Lucille 
Ball and Vivian Vance are back 
at the sam e old stand, th rte years 
and a few husbands later. 


death and Vivian by divorce. 
What has Vivian been doing for 
the last three years? 
“ Everything I co u ld /' she re 
The famed red-haired star and 
plied. “ I played the Jack 
P aar 
her blonde pal are team ed once 
again tor television, their first e n ­ 
gagem ent together since the end 
of nine fabulous years of “ I liOve 
Lucy.” 


This tim e it s “ The Lucy Show ." 
T he girls are the sam e as ever, 
though their m arital status needs 
a -me explaining. 
Lucille, has shed her real arid 
television husband, I) e s i 
Arnaz, 
and m arried com edian Gary M ar­ 
tin, hut Desi rem ains producer of 
the new show. 
Vivian is no longer m arried to 
h er real spouse, actor Philip Ober, 
nor to William Frawley, her ever 
loving husband of “ I Love Lucy.” 
.she is now Hie wife of literary 
a;,ent John Dodds. 
To koep the confusion to the 


show, sum m er stock; I kept as 
busy 
as possible. There was a 
special reason for this. 
“ I had to find my owrn identity. 
I 
was 
so 
subm erged 
in 
Ethel 
Mertz that I was afraid I would 
never again be recognized tor my 
ov.nself. Oh, I was grateful to her 
for tile biggest success I had ever 
known. But, being a creative p er­ 
son, I was worried that I would 
he stuck doing the sam e role all 
my life.’’ 
She is perhaps more aw are of 
her identity than 
most persons. 
She 
suffered 
a 
nervous 
break­ 
down IO years ago and spent sev­ 
eral years in analysis. 
T reatm ent restored her balance 
and left her a :ealot for mental 
health. 
Now 
living in Stamford, 


Drug Called 


ABOS' Used 


To Curb Colds 


By THE ASSOCIATED PRESS 
A drug to com bat colds, a q u es­ 
tion about high protein diets, and 
a study of mental stress and tooth 
decay figure in the medical news: 
An anti-virus drug, nicknam ed 
ABOB, often can prevent or sup­ 
press respiratory infections of the 
common cold type, a Swedish phy­ 
sician reports. 
In tests in an industrial plant, 
ABOB was credited with reducing 
absenteeism from colds by 50 per 
cent, when workers took the drug 
at the first sign of sym ptom s. In 
another experim ent when it was 
taken as a preventive, the inci­ 
dence of colds was reduced by 20 
to 40 per 
cent, 
says Dr. John 
liaglind of Hoping, Sweden. 
High Protein Diets 
A medical research team ta k is 
issue with the idea that a high 
protein dict allows the body 
to 
store up reserves of protein, us^ 
ful later on if diseases trike or 
you have to go hungry. Such diets 
are being recom m ended for that 
reason. 
There is no scientific evidence, 
from 
rat 
experim ents, 
that 
tit* 
body 
can 
bank proteins, report 
Drs. 
L. 
E m m ett 
Holt 
Jr., 
and 
Elias Halac Jr., and Charlotte N. 
Kajdi, A.IL, of New Y ork and Bal-* 
timore. 
Worry and Teeth 
Mental stress and strain som e­ 
how m ay make teeth more 
bus 
ceptible to decay, at least in some 
adults, says an A ustralian dentist. 
Dr. Philip R. N. Sutton of Mel­ 
bourne checked records 
of 
hun­ 
dreds of people and found that an 
outbreak of tooth decay frequent 
ly followed tim es of great mental 
worry or stress. But he says the 
findings thus far are only sugges­ 
tive, nor conclusive. 


How Weather 


Looks Today 


Goldberg Named 
To High Court 


The World Today 


(Continued from Page I) 
Goldberg is 54, greying, usually 
smiling, always bouncing around 
with seemingly unflagging energy. 
He was am ong 
those 
mentioned 
for the Suprem e Court, at the time 
Kennedy m ade his first appoint­ 
ment to the tribunal, that of Dep­ 
uty Atty. Gen. Byron R. White. 
Both F rankfurter and Goldberg 
are Jews. Both cam e from im m i­ 
grant 
stock. 
Both 
battled 
their 
way upward 
Both battled, to, for 
unpopular causes they felt were 
right. 


aigue — any suhiect except Su­ 
prem e Court business. 
Franklin D. Roosevelt, who ap 
pointed him to the court, once 
said; 
“ Felix 
has 
more 
ideas 
per 


WASHINGTON 
(AP) 
- 
T h e, 
greatest 
irony 
in 
Justice 
Felix 
F ran k fu rter’s life is this: At the 
beginning and end of his career | 
oii the Suprem e Court an attempt 
was m ade to give him a red tinge. 
It is ironic because this prime ; 
and pedantic lustier who retired 
at 79 Wednesday because of ill­ 
ness went on the court as a hero 
to 
liberals 
a n i 
as 
tile 
years 
passed increasingly 
disappointed 
them with his conservatism. 
His whole life was dedicated to 
American constitutional and d em ­ 
ocratic processes t u t he could be 


slight deviation from c o u r t pro­ 
cedure—often existing only in the 
mind of the justice—is a mortal 
sin . . 
Hamilton 
sized 
up the differ­ 
ences between the court’s liberals 
and conservatives as the differ- 


By James Marlow 


March this year when a m ajority, 
brushing aside F rankfurter's view 
of 1946, ruled for the first time 
that the court had to take a hand 
in reapportionment. It was a land­ 
mark 
decision 
but 
F rankfurter 


minute than any m an in my ac-, 
■ 
quaintance. 
He 
has 
a 
brilliant 
Painful. He lectured lawyers be- 
mind, 
but 
it 
clicks 
so 
fast 
it 
f°re 
court, picking and 
prun- 
m akes my head fairly spin. I find 
ins 
w a^ through their argil- 
him trem endously interesting ann 
merits. 
stim ulating.’’ 
F rankfurter and his wife have 


enee between the “ activist’' 
“ legal'' aporose!) to cases 


It was the difference between 
the 
“ L e ts 
he 
cautious" 
and 
“ let’s get moving” view of ju ris­ 
prudence 
as 
Frankfurter 
had 
dem onstrated a year before Ham 
ilton wrote his pi ce 
In 1946 the court refused to tell 
state legislatures they had to r e ­ 
apportion 
their 
membership 
to 
give voters in a state fairei rep­ 
resentation. 
Frankfurter, 
writing 


n,j 
was still against it. 


no children. Mrs. F ran k fu rter for 
years has suffered with a rth rP b 


not enter “ this political Docket.’ 
The “ activists 
took o v e r in 


But 
F rankfurter s 
legal 
back- : an(j 1S sai(j l0 ^ ^ 
onjy perg<)n 
ground was largely that of to t . 
can CJjm hjm down. 
H arv ard professor. 
fiorn 
m 
yienna> 
F rankfurter 


Goldberg s 30 years cf law were 
didn’t know* a word of English 
largely in the labor field. He had ; when he 
arrived in the 
United 
a key role in the m erger of the 
s;^a^es 
age 0f 12. He quick- 
AFL and CIO. 
ly made up for lost tim e. 
In Congress, words of r e g r e t 
|as^ 
m ajor 
opinion 
read 
that 
failing 
health 
had 
forced 
from 
bench was a dissent that 
F ran k fu rter to retire were cou- j ran about 22,400 words. 


COLUMBUS. Ohio (A P )—OW 
m inim um , the new’ show features 
she has spent much of her spare j Cjaj W eather Bureau su m m ary of 
time in m ental hospitals in Con- 
them 
husbandless — Lucille 
by 


T O D A Y 


In History 


Tday is Thursday, Aug. 30, the 
212nd d a\ of Mk>2. There are 123 
days left in the year. 
Today's highlight in history: 
On this day in 1813, the nation 
suffered one of its 
worst 
Indian 
m assacres—at Ft. Mims, 35 miles 
north of Mobile, Ala. Gaining en­ 
try into the stockade, Creek In 
ciians left only 50 persons living 
out of the 553 who had sought 
tefuge 
there. 
The deed prceipi 
• ated tile Creek War, ended by- 
Indians in March of 1814. 
On this cl ste­ 
in 
1862, 
the 
second battle 
of 
Bull Run was fought. 
In 
1916, Turkey declared war 
against Rom ania. 
In 
1924, 
the 
Dawes 
Plan 
for 
Morld 
W ar 
I 
reparations 
was 
Signed in Loudn. 
In 1944 a F r e n c h provisional 
governm ent headed by 
(ken. De 
Galilee was set up in Paris. 
In 1945, 24 G e r in a n 
leaders 
were indicted as war criminals. 
Today’s birthdays: 
Diplomat Charles Bolden is .>8 
Ft age and TV star Shirley Booth 
is 55. 
Thought for today. 
R em em ber 
blood 
is 
not 
nlv 
thicker than 
water, 
but 
it 
bds 
n u t quickly. 


neeticut 
as 
a 
volunteer worker 
with patients. 
She appears happy in hci m a r­ 
riage to Dodds, whom she m et on 
a blind d ate in Santa Fe, N.M. 
Site started Hie series in July, will 
be finished w ith the 30 show se a­ 
son in F ebruary. 


Ohio’s w eather outlook: 
T em peratures 
w ere 
a 
little 
w arm er 
Wednesday 
night, 
and 
near dawu 
today 
representative 
readings around the state includ­ 
ed 
Columbus 
67, 
Cleveland 
58. 
Cincinnati 64, M arietta 59. 
Dry, w arm w eather was expect- 


pled with generous appraisals of 
Goldberg. 
Senate Republican leader E v er­ 
ett M Dirksen of Illinois—Chicago 
is Goldberg’s home town—said the 
Cabinet m em ber “ m easures up to 
every 
standard 
required 
for 
a 
place on the Suprem e Court. 
A num ber of D em ocrats were 
equally ready with applause. 
Gobioerg s black - haired wife, 
Dorothy, said “ a little boy has a 
d re a m —and it comes true. This is 
something incredible, he’s always 
wanted it." 
Goldberg, in Chicago for efforts 
to 
av ert 
a 
threatened 
railrad 
strike, said “ I shall, with the a p ­ 
proval of the Senate, dedicate m y ­ 
self with all humility ti- this high 
calling." 
Born in 1908, Goldberg was the 
youngest of eight children of a 
p ov erty strick en 
Jewish 
couple 
who cam e to the United States 
from Russia. He got his first job 
at the age of 12, as a delivery 
boy. 
For two years, he went to two 
colleges 
at 
once 
and 
worked 
eights to p ay his way. He gradu­ 
ated from Northwestern U n iv er­ 
sity Law School, top m an in the 
class of 1929 and got special p er­ 
mission to take the Illinois bar 
examination before he was 21. 
By the mid-i930s, he was cun 
eel for a num ber of unions. In 
World W ar IL Goldberg took a 
job with the Office of Strategic 
Services, organizing a giant e s ­ 
pionage 
network 
of 
anti Nazi 
transportation workers behind e n ­ 
em y lines. 
As counsel for the CIO, he won 
the 1949 court rilling that 
made 


In an early opinin F ra n k fu u e r 
noted that he wished to say “ one 
word m ore,” then said about IO,* 
OOO words more. 


U.S. Weather 


Satellite Plan 


To Be Pushed 


| 
Ho 
wrote 
opinion. 
t h . opinion. ..Id the court .hould 
when he was with the m ajority 1 
and when he was against it, par- 
i Uvularly when he was against it. 


I These opinions were often tough 
to read and full of hair-splittings 
When President 
Roosevslt 
ap- 
! pointed him to the court J a n. 5, 
I 1939, 
and 
the 
Senate 
Judiciary 
i Cm m ittee 
held 
hearings on 
the 
! nomination, 
extrem e 
right-wing- 
) ors protested and made 
ne air 
of the com m ittee room foul with 
anti se m itism , 
It was Mrs. 
F ’izabcth Doling, 
1 author 
of 
the 
“ Red 
Network.” 
who tried to pa* the red tag on 
! him. She said he had long b e e n 
' one of the princinal “ aides to the 
Red 
revolutionary 
movement 
in 


I the United States.” 
I .a st 
May, 
while 
F rankfurter 


va as home with the illness which 
forced 
his 
retirem ent, 
an 
ex­ 
trem ely 
conservative 
Mississippi 
D em ocrat, Sen. Jam es 0 . E a s t­ 
land, attacked Cie Supreme Court 
in the Senate aud said “ a ma 
jority of the court voted in favor 
of the positions advocated by the 
Com munist P a rty ." 
He 
put 
F rankfurter 
ir, 
the 
group. 
E a s t l a n d 
perform ance 
was called a “ disgrace” by the 


RI BB E R STA M PS 
R E Q U IR IN G 
NO INK PA D S 
A V A ILA BL E AT 
T H E CIRCLE P R E S S 


Our Feature Each Friday . . . 
YOUR FAVORITE FISH 
S 
TO 
TAKI HOWI 
TOO! 


Call 
GR -1-2109 


AII You Can Eat 
Q? 
Including French 
O 
ll 
Erie's and 
Cole S l a w ........... 
NOEL’S 


Restaurant and Drive-In 


cd to continue today 
for 
the en- 


Doesn’t she run the risk of sub- 1 tire state with m idafternoon tem- 
ollective bargaining 
peratures near 90 in 
most sec- 
pensions 
a collective Bargaining 
j item. 
He helped 
engineer 
the 
The outlook 
for dry w eather 
agreem ent that created the AFL- 
exten d , into tonight, with tem per- 
CIO 
and 
bad 
lending role, in 
or. on Friday tho com bination of 
negotiations over a 10-year 
increasing humidity and an east- 
sl>a n - 
, 
. 
.. . 
„ irT, 
ward moving cold front extending 
Goldberg a wife » a Mell-knowm 
from Northern M ichigan 
into HU-1 a t t r a c t 
p a ,nter. 
Modem 
paint- 
nots and Missouri most likely w ill' *nSs, 
some 
by Mrs. 
Goldberg, 
produce scattered thundershowers 
in 
portions 
of 
w estern 
Obi by 
midafternoon. 


m erging her identity again0 
“ I 
don’t 
think 
so,” she said. 
“ At least my nam e is Vii lan in 
the show, 1 11 be playing my own 
ace and I can w ear more a ttra c ­ 
tive dresses. I had to play Ethel 
Mertz older and kind of dowdy- 
also, Ethel seldom smiled. Me, I 
like to be Hu nm* " 


Airline relays 


Employe Callback 


MIAMI. Fla. (A P )—E astern Air 
L.nes says 450 employes in cus­ 
tom er 
service 
won’t 
be 
called 
back to work when the air line 
resum es full operations Sept. 12. 
The 450 layoff notices today fob j ming around pylons for a railroad 


2 Painesville Children 
Drown while Swimming 
PAINESVILLE, 
Ohio 
(A P ) 
— 
Two children of 
Mr. 
and 
Mrs 
Ray 
J 
Tkautz 
of 
Painesville 
drowned 
in 
the 
Grand 
River 
Wednesday. They had been swim 


lowed word 
sent 
1.250 m ainten­ 
ance em ployes Tuesday that they 
will not Im* recalled. All are m em ­ 
bers of the International Associa 
tion of Machinists and 1,150 of 
them live in Miami. 
An 
E astern 
spokesman 
gave 
two reasons for the layoffs. 


bridge at the foot of Julia Street. 
Bodies of the victim s—Pain, IO, 
and Jim m y , 8—were recovered by 
tho to a s t Guard and skin divers. 
Jackie Tkautz. 5, was 
fishing 
from the river bank when he saw 
his 
brother and 
sister sink be­ 
neath the surface. He told slier- 
“ When we begin full service we 
iff’s deputies the two went down 
will be operating with 34 fewer 
together after they grabbed one 
ad c ra ft as a result of retirem ent 
another. 
of older engine aircraft.” he said. 
‘ Secondly, because of the strike 
we 
will 
be 
flying 
few er 
total 
hours." 


decorate the paneled Labor De­ 
partm ent offices whore 
Goldberg 
aas spent many sleepless nights 
guiding m arath n negotiating ses­ 
sions. 
The Goldbergs have 
two 
chil 
dren. 
Many lawyers who quaked in 


I their boots at the razor-tongued 
f ra n k fu rte r's bench-jockeying no 
doubt greeted the end of an era 
with relief. 
F ran k fu rter is a man of many 
images, of blazing contrasts. 
To his adm irers, his many sides 
were 
the 
facets 
of 
a 
brilliant 
diamond. 
To others they were pieces of a 
jig-saw puzzle. 
He was gay, waspish, scholarly 
and som etim es downright rude. 
To those who met him socially, 
F rankfurter could be the life of 
the party, willing to discuss—and 


WASHINGTON 
(AP) 
- 
The 
W eather Bureau is considering an 
early start on regular operation 
of a satellite w eather forecast sys­ 
tem , using operational models of 
----- - 
_ 
the 
present 
Tiros 
experim ental 
assistant Republican 
car cr 
- 
satellite. 
Thomas IL Kuchel of 
California, j 
Dr. S. Fred Singer, director of 
Tile 
day atter 
,a£ 
the 
National 
W eather 
Satellite 
pointed him, to the delight of i 
Center, described plans Wednes- 
erals, the New Vork Times 
in a 
day to a House subcommittee. 
rem arkably clairvoyant 
coltoria 
The subcom m ittee heard testi- 
predicted he would reveal an 
or* 
mony Tuesday that the Nimbus 
ganic conservatism . ’ 
satellite, intended to be the regu- 
Walton 
Hamilton, 
com menting 
lar w eather forecasting system, is in the Yale Lax’ Review in 194< 
running six months to a y ear be- on the mind of the conservative 
hind schedule. 
wing of the court, in which he 
Singer said he expects to pre- 
placed F rankfurter, described this 
sent tile new Tiros proposal to the particular kind of mind as 
National 
Aeronautics 
and 
Space 
“ So esoterically judicial that 
a 
Administration, the military , and ; ---------------- 
other agencies concerned within a Murder Charge ll Filed 
few weeks. 
As for the delavs in perfecting 
DAYTON, Ohio <AP) — Donald 
Nimbus, 
Singer 
defended 
NASA I ^ 
T a>'lor- 18’ 
of 
Dayton 
has 
and the contractors working on the 
charged with first - degree 
later-model w eather satellite. 
m urder in the butcher knife death 
The delays are reported to re- °f 
Rogpr 
Glenn 
Tipton, 
26. 
Oi 


Route 22 at Stoutsville Pike 


Don t F orget; W e’re Opne 7 A M. ’til 12 P .M . 
E ach D ay — D ine With Us Tonight! 


suit 
from 
technical 
difficulties, 
mainly w*ith tile control system to 
keep 
the 
satellite’s 
instrum ents 
aimed always at the earth, but 
also with the power supply and 
some of the television equipment. 


Powell 
County, Ky. Tipton was 
stabbed 
during 
a 
melee 
at 
a 
party here Saturday night. 


USE I H E CLASSIFIEDS 


Ohio's Aged Pensioners 
Receive $7.1 
M illion 


COLUMBUS, Ohio ( AP) - P ay ­ 
ments to old age pensioners in 
Ohio during August am ounted to 
$7,149,770, State Auditor Ja m es A. 
Rhodes 
reported 
today, 
an 
in 
crease of $108,578 over the p re­ 
vious month. He said this brought 
to $14,190,962 the total paym ents 
for the first two months of the 
fiscal year, which was a decline 
of $266,340 from a corresponding 
period last year. 


irs m e ! 
SHOW SAT. IO A.M. AT W A R D S 


SPECIAL 


FRIDAY and SATURDAY 
White Cake 


With White Icing Topped 


With Tender Flaky Coconut 
c 
69 
LINDSEY 
BAKE SHOP 


127 W. Main SI. 


WEEK-END FOUNTAIN SPECIAL 


ICE CREAM 
SODA 
19' 


All 


Flavors 


KING SIZE 
PEPSI 
2 
cartons 79 


Risch Drug Store 


Thrifty FRIGIDAIRE Washer 
with AUTOMATIC Soak Cycle! 


• New 12-lb. “ big wash” capacity! 


• Fresh running water rinses! 


• Spins clothes driest of all! 


• 3-Ring Agitator action clea * 
clothes inside and out! 


Special Friday and 


Sal. Only 


S 1 9 9 .9 5 
W.T. 


e a s y te r m * 


Ask about exclusive 15-Year Lifetime Test! 


TWI ITUHOy F R I G I D A I R E WAIH1R 


APPLIANCE 
and REFRIGERATION CO. 


126 W. Main St. — G R 4-5527 


Open F r id a y and S atu rd ay Until 9 I*. M. 


• I Aced or plant colors! 


ihonc 'Mom*. S at /MmJXZk, 


FROM THE LOO M S OF MOHAWK 
-tLa^QMJLf otA&c. coApetr 


M o re w o m e n buy fab u lo u s M o h a w k T re n d te x 


than any other c a rp e tin g in the w o rld b e c a u s e ... 


» Trendte* ii your best broadloom buy. Dollar for dollar 
it* value can’t be beat' 
» frendtex is as wonderfully easy to cate lor a* it is beau 
ttful — and it wears and wears! 
• frendtex is 1 0 0 % wool pile...am azingly crush resistant 
... wilt not shade or show footmarks! 
• Trendtex takes terrific punishment. Appearance actually 
improves with wear! 
• Trendtex comes in a fresh, sparkling palette of exciting 
colors. You ll hnd just the color to tie your room together 
... at 


$ 9 . 9 5 xq. yd. 
WARDELL’S 
CARPET and RUGS 


JU> W. MAIN ST. 


Always a Doubter Present 
?4 
The Circleville Herald, Thur. August 30, 1962 J Israel's Kick in the Pants 
By George Sokolsky 


Weary adults hav e often sighed an d re­ 
marked that it would be won d erful ti they 
could only thin k of some way to harn ess 
the kid s’ en ergy. They should hav e kn own 
that s o m e d ay the gov ern men t would 
come up with a plan. 
Dr. Gerald F, Winfield, chief of the 
Aeenry for International Dev elopment’s 
commun ication s resources div ision, wants 
to send I.OOO telev ision sets to underde­ 
v eloped regions in foreign nations so that 
“ about 300 million children who can’t go 
to school and 5 00 million adu• ts who nev er 
W‘*nt to school" can educate themselv es 
through the marv el of the tiny screen. 
Th** only hitch is that in most of tho** 
places there s no electricity . Simple, say s 


the doctor. Use batteries. And to recharge 
them, use generators hooked up to play 
y ard merrv -go-rounds, "which the children 
will spin around at a liv ely rate, thus de­ 
v eloping more robust bodies while they 
charge the batteries that will enable them 
to dev elop better stocked minds. 
About the screwiest proposition I ev er 
heard of," snorted Hep. Porter Hardy of 
Virginia. He is chairman of a House Fore­ 
ign Operations subcommittee which heard 
the proposal recently . He suggested Dr. 
Winfield also consider "bringing in big 
felines from the jungle and rubbing their 
fur to produce static electricity ." 
There alway s has to be a doubted In 
the crowd. 


LAFF-A-DAY 


N o Feline C orp s 


Washington, D. C., police department 
now has 49 dogs on duty , and more Ger­ 
man shepherds are being trained to keep 
the peace in the capital of the U .S. Else­ 
where cities are pinning figurativ e badges 
on the chests of police dogs to fight the 
good fight ©gainst crime. 
Only the other day a news item was de­ 
v oted to Duke, th*1 ace sniffer of the St. 
Louis police department, who nosed aside 
IO pounds of tempting frankfurters in a 
restaurant r e f r i ge r a t o r and nobly 
searched out eight packages of marijuana. 
The only point in moralizing 
further 
©bout police dogs is to congratulate cat 


The Business World 


fanciers on probably nev er hav ing to face 
the prospect of raising their pets to be po­ 
lice cats. If cats were ev er issued with 
nightsticks and sent stalking through the 
alley s, it would be discov ered soon that a 
pinch of catnip would div ert ev en the best- 
trained, most honorable and conscientious 
cat from its civ ic duty . 
The cat doesn’t liv e, not ev en once let 
alone nine times, who could resist the lure 
of the aromatic weed spread by human 
criminals. So let’s hav e no more loose talk 
about a feline police corps, if there ev er 
wa s any . 


By Sam Dawson 


Hamel 
Laor, 
Public 
Relation s I 
R e p r e s e n t a t i v 
e Karhstem sa)*. 
Officer for Lsrael, sen t me the of- 
"On e hears a giv id d eal con cur- 
ficial statemen t of Israel on the n im? frien d s an d frien d ship, but 
Sohlen Case. His letter starts with such w o r d s are apparen tly used 
this paragraph: 
lightly an d freely. I can thin k «*< 
■‘I am sure that man y of the e mo 
ft*w examples <A ai ts by a bu t i n 
^ ^ 
^ 
tion al commen ts on the 
Sohlen 
gov ern men t which would prov e d ie 
c|im|n JlU an f, |0 (.urr<mcv sU)|pn 
case _ with referen ce to Israel s 
spirit of frien d ship more tn d lsput- 
part — hav e resulted simply from 
ably than the action of the Gov ern 
con fusion an d 
misun d erstan d in g 
rw n t of Israel on the first of July.’* 
• a t t . UBS from the manner in 
TW. „ utter u n u m . The re 
W( h(V<. 


the world on our should er*, fin an 


are bein g supplied with amia to 
d estroy Israel. 
For th** t rilled States, flu* issue 
ought to be clear as to Creal Brit. 
am, 
Israel, 
Brazil 
an d 
Switzer­ 
lan d Those woo giv e refuge to our 


This ii utter n on sen se 
which this story has been cov ered 
fusal t() put Nobler on an Kl 
Al air­ 


born this coun try are our mein - 
ie*. Those who are n ot with us ar* 
again st us. 


This is a wholly in correct poin t 
of v iew. The issue to most Amor 
jean s is v ery simple an d will n ot 
be 
con fused 
by 
legalisms 
Of 
course, each coun try has a right 
to its own laws. Also, each coun try 
n eed s frien d s an d allies If Israel 
can afford to lose the frien d ship of 
the Un ited State* an d the Amer­ 
ican people, that is their jud ge­ 
men t. 
Dr. Robert Soblen U a con v icted 
syp for Sov iet Russia He was coo- 
v icted in the Un ited States. He d is­ 
graced Israel by takin g refuge in 
that coun try. Israel, as a coun try 
Israel, as a coun try which has en ­ 


plan e which was in b o n d o n op 
en cd the d oor for further legalisms 
m Great B r i t a i n which acts 
without con sisten cy. As a member 
of NATO, Great Britain should ship 
this spy to the U n i t e d State* for 
imprison men t. Britain ’* peculiar­ 
ities are n o excuse for Israel * i>« - 
culiarities 
Israel has n ot yet been stabile 
ed The coun try n eed s frien d s. The 
market for its bon d s is in the Un i­ 
ted States. Hepre» en tativ e barb 
stein d oes riot serv e Israel well 
when he repeats in h t s statemen t, 
phrase by phrase, the apologia of 
the Israeli 
Foreign Office. 
Nor 


tin g an d n ourishin g frien d 
an d 
foe 
An d when those whom 
we 
help get stron g en ough, they kick 
us in the pan ts ll is time to call a 
halt to tin * in d ign ity of this situa­ 
tion 


L K.m fmtd rm *• . - 
i*t, 1*0 fortl rig St* n —n i l 
"Helen, has any one ev er told y ou that y ou’ 
beautiful ? ” 


Try and Stop Me 


----------------------B y B E N N E T T C E R F ---------------------- 


NEW YORK (AP) — The fu ro r1 publicly stated policy is to switch cm in d iv id ual shareown er with 
ov er whether mutual fun d s are 
man aged to the "mall in v estor s 
greatest ben efit poin ts up yet an ­ 
other an gle of the securities bus. 
n ess—the growin g d omin an ce of 
fin an cial in stitution s in the corpo­ 
rate field . 
Mutual 
fun d s, 
pen sion 
fun d s, , Ie rin g affairs, 
foun d ation s, in suran ce compan ies, 
The phen omen a1 
popularity of 
person al 
trust, 
college 
en d ow- j the 
mutual 
fun d s—total 
asse** 
men t fun d s an d the like, all are 
soarin g from $15 billion in 1948 to 
stead ily in creasin g their share of $19 5 billion tod ay—-has mean t a 
cutitan d in g common stock in the 
growin g own ership by these fin an 


hold in gs if 
a 
compan y s future 
large 
percen tage of outstan d in g ; 
looks d oubtful or its man agemen t 
stock. Often the biggest hold er is a 
id -ad v ised . But there hav e of 
late pen sion fun d , or some other fin au j 
been 
a few in stan ces 
when large 
Cia| in stitution , 
in stitution al 
hold ers 
hav e 
ques- 
Again st some 17 million in d iv id - 
t.on ed whether they should follow 
uajs who own shares person ally, 
this course or take a han d in bet- 
there are about HK) million who 
are ben efitted by corporate prof- | 
its as d iv id en d s are paid to the 
pen sion fun d s or other in stitution ti 
in v estmen ts in which they are rn 
v olv ed . 


larger an d more promin en t cor­ 
poration s—whether blue chip or 
growth. 
Since Hie 17 million in d iv id uals 
who own 
shares 
rarely 
hold a 
large percen tage per person rn 
an y on e compan y, the in fluen ce 
cif the big in stitution al in v estors 
grows more importan t each year 
Trad ition ally 
the 
fun d s 
hav e 
stressed that they d o n ot in terfere 
in 
corporate 
man agemen t. 
The 
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cia) in stitution s of common stocks 
in US. in d ustry, although total 
assets also in clud e other form of 
in v estmen t. 
Pen sion fun d s hav e 
g r o w n as 
fast or faster. Awl t h e y hav e 
IKn ight more common stock rn re 
cen t years than hav e the mutual 
fun d s. Pen sion fun d purchases last 
year alon e are put at $2 billion . 
Their total reserv es, in clud in g oth­ 
er form* of in v estmen t, are esti 
mated as high as $55 billion . 
Person al 
trusts 
man aged 
by 
ban ks or profession al in v estmen t 
ad v isers are put at aroun d 
billion . The amoun t in common 
stock fluctuates a* first stocks or 
then bon d s look better to the ex­ 
perts. 
Life 
in suran ce 
reserv es 
of 
aroun d $128 billion are on ly partly 
in v ested in common stock 
But 
to 
the total 
in 
in stitution al 
rather 
than priv ate han d s. 
Foun d ation s 
often 
hold 
huge 
blocks of common stock in on e 
corporation . 
Although 
frequen tly 
such 
shares 
are 
d en ied 
v otin g 
priv ileges, the own ership of com­ 
pan y assets is still 
a poten tial, I 
an d the d iv id en t take is a 
v e r y 
tan gible fact of corporate life. 
Few large corporation s hav e an y 


N O T IC E OE A P P O IN T M E N T 
No. ZOWIZ 
festal* 
of 
C h arles 
S . 
M an tle, Be- 
rea» rd 
N otice is h ereb y giv en th a t A n n ette 
B u rn s tin * 
w hose 
Peart O ffice 
ad d r*** 
I* 
E. T ow n S tre et. C olum bus, Ohio 
h as been d uly ap p o in ted A d m in istra t­ 
rix of th e E sta te of C h a rles N, M an tle 
late of P ic ka w a y C oun ty, O hio, d eceaa- 
fed 
D ated th u 2n d d ay of A ugust. IWS 
guy g 
c l i n e 
J ud ge of the P ro b a te C o u rt 
P ic ka w a y C oun ty, Ohio 
Aug 
18, t i . 30 
1 


P R O B A T E C h i RT N O T IC E 
All in te re ste d p a rtie s a re h ere b y n o­ 
tified th a t the follow in g E xecu to r an d 
A d m in istra to rs 
hav e 
filed 
th e ir 
a c ­ 
coun t* in the P ro b a t* C o u rt of P ic ka ­ 
w ay C oun ty, Ohio. 
No 
193.10 A n n ett* M 
B u rm tm e 
Ex 
e c u trlx of the e s ta te of M ary M . G reen 
d e c e a se d 
Fifth acco u n t 
No 
20890 
W illiam 
Y 
H arrin g to n , 
A d m in istra to r of th# 
e s ta te 
of 
H etty 
Jo a n n e H a rrin g to n , d e c e a se d . F in al a c ­ 
coun t. 
No 39732 H en s D 
Ia-e, A d m in ! tra t- 
rlx of the e sta te of E lla 
D. 
lore, 
ce- 
c c a se d 
F irs t an d fin al acco u n t 
No 
20820 
M ichael 
L 
B in kley. 
Ad 
m tn ls tra to r of th e e s ta te of E th e l M. 
B in kley, d ecea sed 
F irs t an d fin al a c ­ 
coun t, 
No 
20728 E thel L. Jo n e s, 
Ad mitus* 
(rix of the e s ta te of H a rry F; 
Jo n es, 
d e c e a se d 
F irs t an d fin al acco u n t. 
A n d th a t said acco u n ts w i l l tie for 
h e arin g 
an d 
se ttle m e n t 
t>efore 
this 
P ro b a te C ourt on M on d ay. O cto b er 1st 
1982 
a t 0 o'clock A 
M 
E xcep tio n s to 
said a c c o u n t s , lf an y. m u st ta- fil­ 
er) h erein on o r before Se pie rn Ire r 25th, 
lf.rd* 
W itn ess m y h an d an d the 
seat 
of 
said P ro b a te C ourt this 29 th d ay of A u­ 
g ust, 1982 
G UY G C LIN K 
P ro b a te Ju d g e 
Aug .V), .Sept 
ti. 13. 2»> 
1962. 


TV /H EN SARAH BERNHARDT, the great Fren ch actress, 
W was tourin g Nev ad a, she was in terv iewed by an alert 
an d attractiv e youn g reporter n amed Sam Dav is, who told 
her, “I’m d oin g this n ot 
on ly for my own paper 
in Carson , Nev ad a, but 
for 
the 
San 
Fran cisco 
Examin er, an d the Un ited 
Press." 
Miss 
Bern hard t 
was 
d elighted with him, an d 
when he rose to go she 
kissed him first on each 
cheek, then squarely on 
the 
lips. 
“The 
right 
cheek for your paper in 
Carson ,” she explain ed , 
“ the left for the Examin ­ 
er, 
an d 
the 
lips, 
my 
frien d , for yourself.” 
Dav is took this tribute in strid e. “Mad ame Bern hard t, 
he an n oun ced impressiv ely, 
“I also represen t 
the Un ited 
Press, which serv es ov er 60 papers west 
of the Mississippi 
Riv er alon e.” 
• 
• 
• 
There * a man in the Chicago weather bureau n amed Charles 
Fairskies! Furthermore, Mr. Fairskies receiv ed this message re­ 
cen tly from a suburban ite in Glen coe: “Dear Mr. Fairs kies: I 
thought you’d like to kn ow that I hav e just shov eled elev en 
in ches of Partly Cloud y off my d riv eway.’* 
• 
• 
• 
"What a pity,** sighed a mother of sev en , "that you can ’t treat 
your first child the way you treat your first pan cake: just ti crow 
it away!” 


C IWZ, by B ru n et! C ert D istrib u ted by K in g F e a tu re s S yn d ic a te 


joyed the frien d ship of the Un ited 
d oes Premier Ben (iurion serv e 
States an d the fin an cial aid of the 
the American s of Jewish origin 
American 
people, s h o u l d n ot well when he says that those who 
| hav e permitted a legalism to 
for- d o n ot go to Israel are n ot truly 
bid the El Al airplan e to brin g him 
jews. T h e r e is n othin g in Jew- 
back to the Un ited States. 
jSh history' o r religion to justify 
Represen tativ e 
Leon ard 
Farb- 
such chauv in istic chatter, 
stem said in the House of Repre- i 
j hav e all my life been fav orable 
sen tativ es: 
to the establishmen t of a Jewish 
‘ The Gov ern men t of Israel 
ha* homelan d in 
Palestin e for those 
d efin ed this step as an act of 
ex- who n oed or wan t to go there But 
pulsion : there is n o reason to quib- 
| n e v e r forsaw the possibility 
hie about legal termin ology — it is 
qi Igraei giv in g protection to a 
con v icted Russian spy simply be­ 
cause his paren ts were Lithuan ian 
Jews. Nev er in his life d id Robert 
Soblen show an y ev id en ce of bein g 
a Jew or bein g in terested in Jew­ 
ish life. Some Israeli can say that 
should he return to Israel, he will 


in an y case clear that what tile 
Gov ern men t of Israel d id on that 
d ay d id n ot, to say the v ery least, 
make it at all d ifficult for Soblen 
to fin d himself back in this coun ­ 
try. Whoev er may hav e ’goofed ’ in 
n ot ke e p i n g an eagle eye on 


Letter to 
The Editor 


EDITOR’S NOTE — We Mel 
come letters to the editor. They 
must 
Im* 
signed 
by 
the writer 
with a complete return address. 
Howev er the name and addrest* 
will not Im* used in the published 
k» tter up.ni request of the writer. 
Opinions ex pressed in this col­ 
umn are those of the writers 
and not necessarily those of The 
Herald. 


Soblen either in New York or upon 
^ permitted to go to Commun ist 


& lo 


that plan e, it is surely n ot Hie Is 
raelis whom we can blame for 
that!” 
It is scan d alous that there has 
n ot been an in v estigation 
as to 
who goofed an d permitted Soblen 
to escape from New York. Repre 
sed ativ es Ceiler an d VV alters an d 
Sen ators Eastlan d an d McClellan 
hav e committees to d o the in v esti­ 
gatin g. Their failure to act is be­ 
yon d un d erstan d in g, un less they 
feel that party politics are more 
Importan t than the security of 
their coun try. 


Czechoslov akia from whose Skod a 
Works, Nasser an d other Arabs 


Dear Ed itor: 
I receiv ed the most heart w arm ­ 
in g letter tellin g me to than k the 
good citizen s of Circlev ille for the 
blood that was d on ated for L o i s 
An d erson a* Child ren ’s Hospital, 
Columbus. 
Mrs. An d erson wrote that Ix>ia 
receiv ed 25 pin ts. She can ’t than k 
the people e n o u g h. It was a big 
load off her min d . 
To quote a small pail of her let­ 
ter, so you an d the people of Cir­ 
clev ille may get some id ea of how 
this mother feels: "It was a big 
L E G A L 
Birls w an ted on the P a rso n s ** which 
, 
.. 
. 
will be built in Kin gston . Ohio. P an s help to US. If you t an , please than k 
an d S p ecificatio n s m a y be receiv ed bv j| ^ 
p e o p l e an d the boys who 
e o n t.c tln ff R-v J.rn .. K. 
« 
bU , for 
U n ,. 
We d id n t 


Inside You and Yours 


NOTIC E TO C ONTRA C TORS 
STA TE OF OHIO 
d e p a r t m e n t 
OF 
h i g h w ay I 
C olum bus, O hio. A ut u st 
C o n tra c t S ales L**gal Copy N o 
82-.54 
CNIT P R U E CONTRACT 
S ealed p ro p o sals will be receiv ed at 
the office of th e S tate 
D ire c t­ 
o r of Ohio, a t 
C olum bus. 
Ohio. 
un ti 
IO OO A 
ML, Ohio i E a s te r n » S tan d ard 
lim e . F rid a y, S ep tem lier 14. 1982, for 
Im p ro v em en t* In : 
P a r ts N os 
I to 3 in clusiv e a re off­ 
e red as on e c o n tra c t 
an d w ill 
be 
co n sid ered on the b asis of the to ­ 
ta l am o u n t bld 
Pa rt No. I 
P ic ka w a y C oun ty, 
Ohio, 
on 
Section * 
PIC 22-14-39. 
14 96. 
ISAS. 
U. S. 
R oute 
No 
22. in W ayn e T ow n ship 
by re» ur- 
facin g w ith asp h a ltic c o n crete. 
P a v e m e n t W id th V ariab le. 
P ro je c t an d W ork le n g th 
IO,430 feet 
o r I 98 m ile*. 
Pa rt No. 2 
P ic ka w a y 
C oun ty, 
(Allo, 
on 
Section 
P IC 23- (17 33 South B lo o m field ), I S 
R oute No 
S3. In the V illage of South 
B loom field , 
by 
re su rfa c in g 
w ith 
as 


co n tactin g 
Elm S treet. K in gston . 
_ 
S ealed bid * m u st be re tu rn e d before 
S ep tem b er 12 
1962, at w hich tim e bid s 
will be op en ed a t 8 P. M . a t th e K in g s­ 
ton C hurch. 
Aug 30. 31. S ept 1st, 1962 
____ 


N O T IC E OE A P P O IN T M E N T 
No. SOM* 
Estate of J am*-* ll Hedge* Defeased willin gly ga v e their blood to help 


Hed ge*6 wha**rfp 
^ 
Office* 
^ ad d re ss is 
I-OIS w ho w a s se rio u s ly b u r n e d in 
7940 Moun d S t, Orien t, O hio, ha* been 
a fire hC»v t'ral W eeks 
a go. 
Than k 
d uly appoin ted Executrix of the Estate 
H 
rn in tlu<, 
of ja m e s H 
Hed ge* late of Pickaway 
G o d . 
. b e l e alt -SIHI people in HHH 
Count* , Ohio, d ecea sed . 
world who can ex tend a wonderful 
D ated th is 2M d d ay of A ugust. 1963 


kn ow where or how it was goin g to 
be replaced . She has en ough n ow. 
Than k* again ,’’ 
I kn ow how Mrs. An d erson feel*. 
I wan t to than k the person s that so 


av o 
G U Y G C L IN E 
J u d g e of the P ro b a te C ourt 
P ic ka w a y C oun ty, O hio 
A ug 30, S ept 6, 13, 1962 


NOTICE OE A PPO INTM E NT 
No. Z09gj 
E n a te of M ary J 
V*ff B e r eased 


helpin g han d to those who n eed it. 
I kn ow' of some of the won d erful 
help that was giv en to me in my 
time of n eed . So than kin g you an d 
all person s that helped Lois, Mr*. 
E n a te of M ary J 
> > ir c r e a s e * 
A n d e r s o n -m d m v s e lf 
N otice la h ere b y giv en th a t F.v eiyn 
KOSe Anderson ana m y stll. 


p h alttc co n c re te 
Pa 


1 1 ic \ ll I )<> It E v 
e r y 
I i m c 
— 
liy J im m y H a tlo 


SANDWICH? / DRIER THAM 
AM OLD WHISH BROOM// 
UAM ON RYE-ASBESTOS 
ON SHINGLES IS MORE 
LIKE IT/ MUSTA COME 
OUT OF A ROCK* 
QUARRY-'/ 


B jt o n h i s d a y 
OFF ME TAKES 
OVER THE CHEF 
DEPARTMENT— 
ANO EVERYTHING 
IS CHARRED 
D A D O P r ilt: DI ATL/ I 


pEABERRV. TWE 
IRON WORKER, 
IS FOREVER 
YELPING ABOUT 
RIS FRAU'S ARID, 
SLAP- TOGETHER 
SANDWICH 
LUNCHES— 


WHAT IS T H IS ? 1' 
A BLAST FURNACE? 


should fin d glue sn iffers read y re* 
emits. 
Sn iffers broad cast bad breath. 
The v apor irritates. Noses run an d 
mouths d rool. Appetite an d weight 
shrin k as stomachs 
n imble 
un ­ 
easily. 
The .sn iffin g kick started in the 
slums where paren ts were either 
too strict or n ot aroun d . 
I f s 
a 
habit 
that 
can 
easily 
spread to homes in better n eigh­ 
borhood s 
where 
child ren 
can ’t 
stan d lon ely, un happy liv es. 
Restrictin g 
glue 
sales 
might 
help. But to d issov e away glue pro­ 
blems, stick close to home an d be 
a frien d as well as a paren t! 
Dr. Fern s mailbox is wid e open 
for letters from read ers. W h i l e 
he can n ot un d ertake to an swer in 


By BURTON ll. FERN, M D. 
Imagin e! On ly ten years old an d 
stuck on glue! 
Glue-smffin g is the latest kick 
d iscov ered by bo>* from sev en to 
17. 
A few whiffs from a tube squeez­ 
ed in to a han d kerchief or sock 
an d they’re floatin g on Cloud 9 
When they heat some glue, m ar­ 
kin g pen cil or lacquer-thin n er in a 
saucepay, the whole gan g starts 
f l yi n g . Ev eryon e s e e s d ouble, 
hears loud n oises, falls flat on his 
face an d passes out for an hour or 
so. 
Sn iffers d on ’t in hale the glue it­ 
self. The kick comes from fast ev ­ 
aporatin g chemicals used to d is- 
solv e glues, grease, pain ts an d 
plastics. 
Some of these chemicals poison 
the bon e marrow, brin gin g on leu 
k< 
heart 
like prohibition 's Jam aica gin gt 
(jake) 
an d 
Morocco’s 
machin e . 
oil — paralyze n erv es. 
Sn iffers can ’t tell whether or n ot j 
they’re in halin g poison . 
Doctor* 
are first S tu d yin g the lon g ran ge p ra ts*m e n t* in th* P ro b a t* C o u r t of 


. ’av erm en t W'ld th 24 feet 
P ro je rt an d W ork len gth 1,373 feet or 
0 26 m il*. 
P a r t No. I 
P ic ka w a y 
C oun ty. 
Ohio, 
on 
Section * 
! PIC 2.3-17 59, 18 22 
21 08. 
U. 
S. 
Rout*. 
No. *3. in H arriso n T ow n ship, by re- 
su rfa c in g w ith asp h altic co n crete. 
P a v e m e n t W id th 24 feet. 
P ro je c t an d W ork len g th — 21,12b feet 
or 4 Ob m iles. 


K .iuffeid w hose P ost O ffice a d d re ss U 
Rt 
No 
2 O rien t. Ohio ha* (teen d uly I 
ap p o in ted 
A d m in istra trix 
of 
the 
E s­ 
ta te of M a ry J 
N eff late of P ickaw ay | 
C oun ty, Ohio, d ecea sed 
D ated th is 16th d ay of A ugust 1962 
G U Y G 
C L IN E 
Ju d g e of the P ro b a te C ourt 
P ic ka w a y C oun ty Ohio 
A ug 30. S ep t 
8. 13, 19« 2 


P R O B A T E COU RT N O TIC E 
All in te re ste d parti# * a re h ereb y n o­ 
tified th a t 
th e follow in g 
A d m in istra t­ 
or. E xe c u trix an d G u a rd ia n h av e filed 
... ,i„ , 
....... 
th e ir acco u n t* in th e P ro b a te C ourt of 
4(KJ-flllit? It tlg lfl. 
|----------------------- 
No 
20195 
Alex 
G eeslln g , 
G u ard ian 
of Chloe G eeslln g . an In co m p eten t p e r­ 
son 
Secon d p a rtia l acco u n t. 
No 
20857 
H ay 
S. 
W ard , 
Ad m m ist 
ra to r of the e - ta te of Susie 
E 
W ard . 
d e c e a se d. F irs t an d fin al accoun t 
No 
2*9128 M allei C 
I/ait*. E xecu trix 
of the e s ta te of H e rb e rt E . L outs, d e 
ceased 
F in al acco u n t. 
An d th a t said 
acco u n t* 
w ill 
b* for 
h earin g 
an d 
se ttle m e n t 
b efo re 
th is 
P ro b ate C o u rt on M on d ay, S ep tem lier 
‘“ii 
!1 '92 
it 9 o’clock A 
Bl 
E xcep t 


May God bless you all. 
>1 CS PFAHL WALLACK 
367 TOWN ST. 


Great moun tain 
ran ges, 
risin g 
to peaks of 20.000 feet, 
form 
a 
massiv e cen tral barrier in Peru, 
e x t e n d i n g 
n orth 
an d 
south 
throughout the c o u n t r y * I,* 


“ T he d a te se t for com pletion 
of 
thl* 
Ion * to « ald accoun t*. If an y. m u st be 
w ork shall lie as aet fo rth in the bld - 
filed h e re in on 
o r 
b efo re 
S ep tem b er 
d in g proposal.*’ 
E a c h b id d er shall tie re qu ire d to file 
w ith his bid a c e rtifie d ch eck for an 
a m o u n t e qu al to fiv e p er » -*n t of his 
bid , bu t In 
n o ev e n t 
m o re 
th an 
ten 
■ th o u san d d ollar*, o r a bon d for ten per 
c e n t of his bid , p ayab le to th e d irect- 
. or. 
B id d ers m u st apply, 
on 
the 
p ro p e r 
fo rm s, for 
p requ ali/lcaticm 
with 
the 
H ighw ay C red it E xa m in e r, at C olum ­ 
bus, O hio, a t least IO d a ys before m e 
I d a te s e t to open hid * 
T he m in im u m w age to be paid to all 
i la b o r em ployed on th is c o n tra c t ..hall 
be In a c c o rd a n c e w ith the “ S ched ule 
of P re v a ilin g H ourly Wag** H ates A s­ 
c e rta in e d an d D eterm u ied by T h e D e­ 
p a rtm e n t of In d u strial R elation * a p p li­ 
c ab le 
to 
S tate 
H ighw ay 
D e p a rtm e n t 
i m p l e m e n t s in ar* ord an c-e w ith See 


4th. 1962 
W itn ess m y h an d 
an d 
rho 
se al 
of 
said P ro b a te C ourt th is 8 th d a y of A u­ 
g ust, 1962 
GUY O C L IN E 
P ro b a te Ju d g e 
Aug 9. 18, 2.3. 30, 


ti Wk 
1!963 


. ( lion s 
4115 03, 
4115 04 , 
4115 05. 
*115.06. 
d iv id ual letters, he will use read - 
« n ri 
4115.07 of the 
R ev ised Cod * of 
e rs’ question s in his column when - Ohto/M ^ 
^ ^ n |( 
--------- 
, 
e, 
. 
j 
• 
a 1 itj *|frt-iii( d uuufl a I lf tm Tlir 
m la like* traged y. Others attack 
ev er possible an d when they are OI ( m the d epartmen t of 
h ig h w ays an d the 
art. liv er ami kid n eys. Some — 
gen eral in terest. Ad d ress 
yo u . ^ 
e prohibition ’ll Jam aica gin ger 
letters to Dr. f e r n rn care of this ject an y 
bid s. 


effects. 
Picture a classroom where stu­ 
d en ts sn iff, pass out an d hav e to 
be carried away! 
Ten se an d worried sn iffers can ’t 
stop the habit ev en though Oley be­ 
liev e txith min d an d life are fad ­ 
in g. What .started as a few whiffs 
soon b u i l d s to sev eral tid ies. 
The crav in g mushrooms 
Boy* fight. Petty robbery spiral* 
in to major crime 
Dope ped d ler* 


n cwspapt r. 


PROBATE COURT NOTICE 
AU in te re ste d p a rtie s a re h ereb y n o­ 
tifie d 
th a t 
th e 
follow in g 
E xecutor* 
h a v e 
filed 
th e ir 
In v en to ries 
an d 
ap- 
p ra 
P ic ka w a y C oun ty. O hio: 
N o 
20933 L e o n a rd M 
C raw fo rd . E x­ 
e c u to r of th e e s ta te of C yn th ia H ick*. 
d e c e a se d 
No. 20910 M alad E 
D ick, E xecu trix 
of lh* e s ta te <*f Jo h n T , D ick, d e c e a s­ 
ed 
An d th at said in v e n to rie s will be for 
h e a rin g before th is P ro b a te C ourt on 
M on d ay, S e p te m b e r 
loth. 
1962 
at 
J) 
o 'clo ck A 
M 
E xception * to Maid tn v en - 
to rte*, tf an y, m u st tw- filed h erein on 
o r b efo re S e p te m b e r 4th, P*62 
W itn ess 
m y 
h an d 
an d 
th e seal 
of 
sa id P i Ghat* C o u rt 
thus 
29 th 
d ay 
of 
A u g u st, 1962GUY G C L IN E 
P ro b a te J u d g e 
A ug 30, Sen * 6. 1962 


E 
R 
PR E S T O N 
D ire c to r 
Aug 30, S ept 8, 1962 


Vpv # l 
#11 tl.jp p*Uur*« fti# 4 
(WI %f| if* til 'kl I tn . ulm ()<r tuft- »n*« t * 
SPACE 
C O M M A N D ' 


REMOTE CONTROL TV 


COMPLETE 
REMOTE 
OPERATION! 


P R IS S A BU TTO N : To turn tat 
on and off • Change channel* 
• Adjust volume • Mute th* sound 
Cordia**! No b adan**! 


BACK-TO 
SCHOOL 


f*riffitliaN IJ nol« » iiiii l)tk|>arlimknt 


NOW AT SII S. PICKAWAY STK KET STOKE 
I Veil ii I*i iMj f loor* (iud Yi dll<‘0(*(*riia(j 
V(»ii(*fi((ii 
ill huts,W in do w S hude s 


SWEATERS 
En ormous 
Bulkiest 
to 
fin * 
fratherwright kn it* In Orlon , 
W» *il or Nylon . Tremen d ous 
select Jon ! 


Hours 
.Monday , Tuesda y , 
Thursday , Friday 
9 to 5 
huturdMy , Wrdttpuday 
9 to 12 


O PEN EVEN I NOS HY A PPO IN TM EN T 
GRIFFITH FLOORCOVERING 


911 S. Pickaway Si. al Ed ison Av e. 


Phone Git 4-5 1*9 — Circlev ille, O. 


A Dazzling Array of 
BLOUSES .... 


SKIRTS 
e 
Petite, 
Jun ior 
an d 
Misey 
J 
len gth* In * sen sation *] styl­ 
in g group. All sizes. 
2 
to 


First Duality 
NYLONS! 


S e a m l e s s 


Mesh or Plain 


Keg. 39 c 
PARTIES 
29c 


121 VV. Main Street 


We Hav e The m! 
BERNAT 


Knitting Yarns 


• PATTERN BOOKS 


Bemat 


Sweater Paks 


Th* lA W N O A lt 
Modal K J 341 
C hoora from D *m *h M od 
arn, Italian P rovin cial, or 
Early American *tyl*d con- 
" IM 
$339.95 


FINE 
FURNITURE 
CABINETRY 
In gan u in * 
v e n e e rs an d 
hardwood solid* . 


Boye Knitting Needles 


• Knitting Accessories 
HOOVER 
Fabric Shop 


S 


134 W . M uin 


I 
’’H iT 
g tn yin t 
HANDCRAFTED 
C H A S SIS tor greatsr 
operating d e p e n d * Oilily j 
. fewer service 
h ead ac h e*! 


■ ■ S T M UILTI 
• • S T S T V L B O I 
G o rd o n ’* 
Main and Krioto St*. 


Always a Doubter Present 
4 
The Circleville Herald, Thur. August 30 1962 |s r Q e |'S K i c k i n t h e P a n t s 


Weary adults have often sighed and re­ 
marked that It would be wonderful if they 
could only think of some way to harness 
the kids’ energy. They should have known 
that s o m e day the government would 
come up with a plan. 
Dr. Gerald F 
Winfield, chief of the 
Agencv for International Development’s 
communications resources division, wants 
to send 1,000 television sets to underde­ 
veloped regions in foreign nations so that 
*‘a bout 300 million children who can’t go 
to school and 500 million adults who never 
went to school" can e d u c a t e themselves 
through the marvel of the tiny screen. 
The only hitch is that in most of those 
places there’s no electricity. Simple, says 


the doctor. Use batteries. And to recharge 
them, use generators hooked up to play 
yard merry-go-rounds, which the children 
will spin around at a lively rate, thus de­ 
veloping more robust bodies while they 
charge the batteries that will enable them 
to develop better stocked minds. 
About the screwiest proposition I ever 
heard of,” snorted Rep. Porter Hardy of 
Virginia. He is chairman of a House Fore­ 
ign Operations subcommittee which heard 
the proposal recently. He suggested Dr. 
Winfield also consider “bringing in big 
felines from the jungle and rubbing their 
fur to produce static electricity." 
There always has to be a doubted In 
the crowd. 


L A F F -A -D A Y 


No Feline Corps 


Washington, D. C., police department 
now has 49 dogs on duty, and more Ger­ 
man shepherds are being trained to keep 
the peace in the capital of the U ,S. Else­ 
where cities are pinning figurative badges 
on the chests of police dogs to fight the 
good fight against crime. 
Only the other day a news item was de­ 
voted to Duke, the ace sniffer of the St. 
Louis police department, who nosed aside 
IO pounds of tempting frankfurters in a 
restaurant r e f r i g e r a t o r and nobly 
searched out eight packages of marijuana. 
The only point in moralizing further 
about police dogs is to congratulate cat 


fanciers on probably never having to face 
the prospect of raising their pets to be po­ 
lice cats. If cats were ever issued with 
nightsticks and sent stalking through the 
alleys, it would be discovered soon that a 
pinch of catnip would divert even the best- 
trained, most honorable and conscientious 
cat from its civic duty. 
The cat doesn’t live, not even once let 
alone nine times, who could resist the lure 
of the aromatic weed spread by human 
criminals. So let’s have no more loose talk 
about a feline police corps, if there ever 
was any. 


Daniel 
Laor, 
Public 
Relation* I 
Representative Farbatein nu)a. 
Officer for Israel, sent me the of j 
"One hears a great deal confer 
ficial statement of Israel on the ning friends and friendship, bul 
Soblen Case. His letter starts with such w o r d s are apparently used 
this paragraph: 
lightly and freely. I can think of 
"I am sure that many of the emu 
few examples of acts by a foreign 
dona! comments on the Soblen government which would prove die 
cai*. — with reference to Israel i 
spirit of friendship more tndlsput- 
part — have resulted simply from 
confusion and 
misunderstanding 
emanating from the 
manner in 
which this story has been covered 


abb than the action of the Govern 
rwnt of Israel on the first of July.” 
This is utter nonsense 
The re 
fusa! to put Soblen on an FA Al air 
This is a wholly incorrect point plane which was iii I. o n d o n op 
of view. The issue to most Amor 
jeans is very' simple and will not 


•'Helen* has anyone ever told you that you’re 
beautiful ?” 


be 
confused 
by 
legalisms. 
IX 
course, each country has a right 
to its own laws. Allo, each country 
needs friends and allies. If Israel 
can afford to lose the friendship of 
the United State! and the Amer­ 
ican people, that la their judge 
ment. 
Dr. Robert Soblen Is a convicted 
syp for Soviet Russia. He was con 
victed in the United States. He dis­ 
graced Israel by taking refuge in 
that country. Israel, as a country 
Israel, as a country which has en­ 
joyed the friendship of the United 
States and the financial aid of the 
American people, 
s h o u l d not 
have permitted a legalism to for­ 
bid the El Al airplane to bring him 
back to the United States. 
Representative 
Leonard 
Farb- 
stein said in the House of Repre- j 
sentativets 


ened the d o o r for further legalisms 
in tireat B r i t a i n which acts 
without consistency. A* a member 
of NATO. Great Britain should ship 
this spy to the U n i t e d States for 
imprisonment, Britain’s peculiar- I 
ities are no excuse for Israel I pe 
cohanims 
Israel has not yet been stabile 
od The country needs friends. The 
market for its bond* is in the I oi­ 
led States. Representative F arb 
stein does not servo Israel well 
when he repeats in h I s statement. < 
phrase by phrase, the apologia of 
the Israeli 
Foreign Office. 
Nor 
does Premier Ben durum serve j 
the Americans of Jewish origin 
well when he says that those who 
do not go to Israel are not truly 
Jews. T h e r e is nothing in Jew ­ 
ish history' or religion to justify 
such chauvinistic chatter. 
I have all my life been favorable 
to Hie establishment of a Jewish 


By George Sokolsky 


art being supplied with arm* to 
destroy israel. 
For the United State*, the lamia 
ought to be clear us to Ureal Brit­ 
ain, 
Israel, 
Brazil 
and Switzer­ 
land Those who give refuge to our 
criminals and to currency stolen 
from this country are our enem­ 
ies Those who are not with us ars 
against us 
We have acted as Atlas, holding 
the world on our shoulders, (man 
ring and nourishing friend 
and 
foe And when those whom 
we 
help get strong enough, they kick 
us in the pants It Is time to call a 
halt to the indignity of this situa­ 
tion 


Letter to 
The Editor 


EDITOR'S NOTE — We wet 
come letters to the editor. They 
must In* signed by the writer 
with a complete return address. 
However the name and a d d re s s 
will not tx* used in the published 
kdter upm request of the writer. 
Opinions expressed in this col­ 
umn are those of the writers 
and fwd necessarily those of The 
Herald. 


The Business World 


N E W Y O R K ( A P ) - 
over whether mutual 
m a n a g e d to the "mall investor s 
greatest benefit points up yet an­ 
other angle of the securities bus. 
ness—the growing dominance of 
financial institutions in the corpo­ 
rate field. 
Mutual 
funds, 
pension 
funds, 
foundations, insurance companies, 
personal 
trust, 
college 
endow­ 
ment funds and the like, all are 
steadily increasing their share of 
r.utstanding common stock in the 
larger and more prominent cor­ 
porations—whether blue chip or 
growth. 
Since the 17 million individuals 
who own 
shares 
rarely 
hold a 
large percentage per person in 
any one company, the influence 
of the big institutional investors 
grows more important each year 
Traditionally 
the 
funds 
have 
stressed that they do not interfere 
In 
corporate 
management. 
The 


THE HERALD 


A Galvin N ew spaper 


P r . RODFNTELJi 


A flatly new spaper eoneollrtaUn* th* 
Herald and th* Dally union 
UT 
Circleville 
H erald 
Fnb-red as M*cond ria** m atter at th** 
Circleville Port Ollie* under th* act 
of M arch 3. 187ft 
Published 
every 
afternoon 
except 
Funrtay at the H e r a l d Building. HO 
N orth Court Street 
ClrrJevlll*. 
Ohio 
by th* Circleville Publlnhlng Company. 


St BHCKIPTION PRICKS 
Ilv carrier 
In 
Circleville 35c 
p e r 
w eek 
My mall In Pickaw ay County W 
per year 
Elsewhere In Ohio, HO per 
y*-ar. O utside Ohio $14. 
.Telephones 
nosiness o n i n t l 
n it 4 3133 


The furor 1 publicly stated policy is to switch 
fund* are 
holdings if a 
company s future 
looks doubtful or its management 
id advised. But there have of late 
been a few instances when large 
institutional 
holders 
have 
ques 
toned whether they should follow 
this course or take a hand in bet­ 
tering affairs. 
The phenomenal 
popularity of 
the 
mutual 
funds—total 
assets 
soaring from $15 billion in RMH to 
f 19.5 billion today—has meant a 
growing ownership by these finan­ 
cial institutions of common stocks j 
in U.S. industry, although total J 
assets also include other form of 
investment. 
Pension funds have g r o w n as 
fast or faster. Ami t h e y have 
bought more common stock in re- i 
cent years than have the mutual 
funds. Pension fund purchases last j 
year alone are put at $2 billion. I 
Their total reserves, including oth­ 
er forms of investment, are esti j 
mated as high as $55 billion. 
j 
Personal 
trusts 
managed 
by 
banks or professional investment j 
advisers are put at around $fi0 
billion. The amount in common 
stock fluctuates as first stocks or i 
then bonds look better to the ex- j 
peris. 


By Sam Dawson 


foe individual shareowner with a 
large 
percentage of outstanding 
stock. Often the biggest holder is a 
pension fund, or some other finau 
c.al institution. 
Against some 17 million individ­ 
uals who own shares personally, 
there are about UK) million who 
are benefitted by corporate prof­ 
its as dividends are paid to the 
pension funds or other institution i< 
investments in which they are in 
volved. 


Try and Stop Me 


----------------By BENNETT C ER F ---------------- 


The Government of israel ha% homeland in Palestine for those 
defined this step as an act of ex- 
who nee(1 or want U) g0 there. But 
pulsion: there is no reason to quib- I j n e v e r forsaw the possibility 


NOTICE OF APPOIN TM EN T 
No. 209HZ 
E state 
of 
C harlet 
N. 
M ealie, Me 
Teased 
Notice la hereby given that Annette 
B urratine who ae 
Post Office address 
la 
E. Town Street. Columbus, Ohio 
has been duly appointed A dm inistrat­ 
rix of the E state of C harles N. M antle 
late of Pickaw ay County, Ohio, d efeat- 
eel 
D ated this 2nd day of August, 1962 
GUY G CLINE 
Judge of the Probate Court 
Pickaw ay County, Ohio 
Aug. 16, 23, 30 


PubHaher 


i«r*tcis srwwipfi irnfsnmrrmfw 


Life 
insurance 
reserves 
of 
around $128 billion are only partly 
invested in common stock 
But 
such investment holdings add to 
the total 
in 
institutional 
rath.-r 
than private bandi. 
Foundations 
often 
hold 
huge 
blocks of common stock in one 
corporation. 
Although 
frequently 
such 
shares 
are 
denied 
voting 
privileges, the ownership of com­ 
pany assets is still a potential, 
and the divident take is a v e r y 
tangible fact of corporate life. 
Few large corporations have any 


PROBATE COl RT NOTICE 
AU interested parties are hereby no­ 
tified that the following E xecutor and 
A dm inistrators 
have 
filed 
their 
ac­ 
counts in the Probate Court of P ick a­ 
way County, Ohio; 
No. 16330 A nnette M. Mu mb tine 
Ex- I 
ecutrix of th*- estate of M ary M. G reen ; 
deceased Fifth account 
No 
20890 
W illiam 
Y 
H arrington, ! 
i A dm inistrator of the estate of 
Betty 
I Joanne H arrington, deceased. Final ac- 
I count. 
No 20732 Reb* D 
I**, Admlni trat- 
rix of the estate of Ella D. 
I^ee, ce- 
eea.sed 
F irst and final account. 
No 
20820 
M ichael 
L Binkley, 
Ad 
m inistrator of the estate of Ethel M. 
Mink ley, deceased. F irst and final a c ­ 
count. 
No. 20728 F.thel L. Jones, Admlnls- j 
trtx of the estate of H arry E. Jones, 
deceased. 
First and final account. 
And that said accounts w i l l be for 
j hearing and 
settlem ent 
before 
this 
: Probate Court on Monday. O ctober Isl 
I 1962. at 9 o’clock A 
M. Exceptions to 
t said a c c o u n t s , lf any, m ust be fli­ 
ed herein on or before Septem ber 25th, 
r*82. 
W itness m y hand and the 
seal 
of j 
said P robate Court this 29th day of Au­ 
gust, 1962 
GUY G CLINE 
Probate Judge 
Aug 30, Sept. 6. 13. »» 1962 


W H E N SARAH BERNHARDT, the g reat French actress, 
** 
was touring Nevada, she w as interview ed by an a le rt 
and attractive young reporter nam ed S am Davis, who told 
her, ‘T m doing this not 
only for m y ow n paper 
in Carson, Nevada, but 
for 
th e 
San 
Francisco 
Exam iner, and th e United 
Press." 
Miss 
B e rn h ard t 
was 
delighted w ith him, and 
w h en he rose to go she 
kissed him first on each 
cheek, th en squarely on 
th e 
lips. 
“ T he 
right 
cheek for your paper in 
Carson," 
she explained, 
“ the left for the E x am in­ 
er, 
and 
the 
lips, 
my 
friend, for yourself." 
Davis took this 
tribute in stride. “ M adam e B ernhardt," 
h e announced impressively, “I also 
represent the U nited 
Press, w hich serves over 60 papers west of the Mississippi 
R iver alone." 
e 
• 
• 
There's a man in the Chicago weather bureau named Charles 
Fairskiea! Furthermore, Mr. Fairsklea received this m essage re­ 
cently from a auburbanite in Glencoe 
“Dear Mr. Fairskiea: I 
thought you’d like to know that I have just shoveled eleven 
inches of Partly Cloudy off my driveway.” 
* 
* 
• 
,rWhat a pity,” sighed a mother of seven, “that you can't treat 
your first child the way you treat your first pancake: Just throw 
It away!” 
C 1982. by Bennett Cert. Distributed by K ing Features Syndicate 


3lo 


Inside You and Yours 


hie about legal terminology — it is 
in any case clear that what the 
Government of Israel did on that 
day did not, to say the very least. 
make it at all difficult for Soblen 
to find himself back in this coun­ 
try. Whoever may have ‘goofed’ in 
not k e e p i n g an eagle eye on 
Soblen either in New York or upon 
that plant1, it is surely not the Is 
raelis whom we can blame for 
that!" 
It is scandalous that there has 
not been an investigation as to 
who goofed and permitted Soblen 
to escape from .New York. Repre­ 
sentatives Ceiler and Waiters and 
Senators Eastland and McClellan 
have committees to do the investi­ 
gating. Their failure to act is be­ 
yond understanding, 
unless they 
feel that party politics are more 
important than the security of 
their country. 


of Israel giving protection to 
a 
convicted Russian spy simply be 
cause his parents were Lithuanian 
Jews. Never rn his life did Robert 
Soblen show any evidence of being 
a Jew or being interested in Jew­ 
ish life. Some Israeli can say that 
should he return to Israel, he will 
be permitted to go to Communist 
Czechoslovakia from whoee Skoda 
Works, Nasser and other Arabs 


NOTIC E t o c o n t r a c t o r s 
STATE OF OHIO 
DEPA RTM EN T CIF HIGHWAYS 
Columbus. Ohio. August 2 b i >9C2 
C ontract Sales Legal Cop y No. ®2->54 
CNIT PRICE CONTRACT 
Sealed proposal* will Ibe received at 
the office of the State Highway D irect­ 
or of Ohio, at 
Columbus. 
Ohio, 
until 
IO OO A 
M . Ohio (E a s te rn I Standard 
Tim e. Friday. Septem ber 14. 1962. (or 
im provem ents in: 
P arts Nos. I to 3 inclusive are off­ 
ered as one co n tract and will 
be 
considered on the basta of the to­ 
tal am ount bid. 
P a rt No. I 
Pickaw ay County. 
Ohio, 
on 
Sections 
PIC 22 1439. 14.96. 15 66. U. S, Route 
No 22 
in Wa vive Township, by resu r­ 
facing with asphaltic concrete. 
Pavem ent Width V ariable. 
........... 
P roject and W ork Length 
10,430 feet 
or 198 miles. 
P a rt No. 2 
Plckaw av 
County. 
Ohio, 
on 
Section 
PIC 23- 117.33 South Bloomfield I, U S 
Route No 23. In the Village of South 
Bloomfield, 
by 
resurfacing 
with 
a s­ 
phaltic concrete. 
'avem ent Width 24 feet 


LEGAL 
Bids w anted on the Parsonage which 
will be built in Kingston. Ohio 
Pjarvs 
and Specifications m ay be received bv 
contacting Rev. J ame* 
K. 
Boor, 
40 
Elm Street. Kingston. 
Sealed bids m ust be returned before 
Septem ber 12 1962. at which tim e bids, 
wall be opened at 8 P. M. at the Kings­ 
ton Church. 
Aug 30, SI, Sept 1st. 1963 


n o t i c e o f a p p o i n t m e n t 
No. 20982 
E state of Jam ** ll 
Hedges Deceased 
Notice is hereby given that Evah N 
Hedges whose Post Office address is 
7940 Mound St . Orient, Ohio, has been 
dulv appointed E xecutrix of the E state 
of Ja m es H 
Hedges late of Pickaw ay 
County. Ohio, deceased. 
D ated this 23rd day of August, 1963. 
GUY G CLINE 
Judge of the Probate Court 
Pickaw ay County, Ohio 
Aug. 30. Sept 6, 13. 1962. 


NOTICE O F APPOIN TM EN T 
No. 209*3 
E state of M ary J. N'»ff D eceased 
N otice is hereby given th at F.velyn; 
K auffeld whose Post Office address is 
Rt, No. 2 O rient. Ohio has been duly- 
appointed 
A dm inistratrix 
of 
the 
Es­ 
tate of M ary J. Neff late of Pickaw ay 
County. Ohio, deceased. 
D ated this 16th day of August 1962 
g u y g Cl i n e 
Judge of the Probate Court 
P ickaw ay County Ohio 
Aug 30, Sept. 6. 13. 1962 


Dear Editor: 
I received the most heart warm­ 
ing letter telling me to thank the 
good citizens of Circleville for the 
blood that was donated for L o t * 
Anderson af Children’s Hospital, 
Columbus. 
Mrs. Anderson wrote that Ix>l* 
received 25 pints. She can’t thank 
the people e n o ti g h. It was a big 
load off her mind. 
To quote a small part of her let 
ter, so you anil the people of Cir­ 
cleville may get some idea of how 
this mother feels: "It w’as a big 
help to us. lf you can, please thank 
all the p e o p l e and the boys who 
gave bUkkl for 
Ians. 
We 
didn't 
know where or how it was going to 
be replaced. She has enough now. 
Thanks again " 
I know how Mrs. Anderson feels. 
I want to thank the persons that so 
willingly gave their blood to help 
Lois who was seriously burned in 
a fire several weeks ago. Thank 
God! There are still people in this 
world who can extend a wonderful 
helping hand to those who need it. 
I know of some of the wonderful 
help that was given to me in my 
time of need. So thanking you and 
all persons that helped Lois, Mr*. 
Rose Anderson and myself. 
May God bless you all. 
MPS PEARL WALLACK 
367 TOWN ST. 


I heyH D o It Every l ime 
n~*- 
B y Jimmy Hallo 


/ THIS SHE CALLS A 
SANDWICH?.' DRIER THAM 
AN OLD WHISK BROOM// 
HAM ON RYE—ASBESTOS 
ON SHINGLES IS MORE 
LIKE IT/ MUSTA COME 
OUT OF A ROCK 
QUARRY// 


B ut ON HIS DAY 
OFF HE TAKES 
OVER THE CHEF 
DEPARTMENT— 
AND EVERYTHING 
IS CHARRED 
BARBECUE BLACK 


¥ . P 
f / 


LOOK,CHUM—WE’VE 
BEEN OVER THIS 
BEFORE — ALL 
DAMES IS NUTS 
PERIOD// 


P e a b e r r v .t h e 
IRON WORKER, 
IS FOREVER 
YELPING ABOUT 
HIS FRAU’S ARID, 
SLAP-TOGETHER 
SANDWICH 
LUNCHES”* 


W ELLOONE/ 
I THATS THE ONLY 
'way t o c o o k m e a t ' 
ANO THE BUNS GOT 
TO BE TOASTED 
NICE AN’ 
CRUNCHY/ 


PEABERRV/ 
ARNICAS lo s t 
A n oth e rto oth 
and HER BRACES 
ARE BROKEN/ 
PEA0ERRY ' 
P 
' S 
/■j 9S y e 
ti < 


Bv BURTON lf. FERN, M I). 
Imagine! Only ten years old and 
stuck on glue! 
Glue-sniffing is the latest kick 
discovered by boys from seven to 
17. 
A few whiffs from a tube squeez­ 
ed into a handkerchief or sock 
and they’re floating on Cloud 9. 
When they heat some glue, m ar­ 
king pencil or lacquer-thinner in a 
saucepay, the whole gang starts 
f l y i n g . Everyone s e e s double, 
hears loud noises, falls flat on his 
face and passes out for an hour or 
so. 
Sniffers don’t inhale the glue it­ 
self. The kick comes from fast ev­ 
aporating chemicals used to dis­ 
solve glues, grease, paints and 
plastics. 
Some of these chemicals poison 
the bone marrow, bringing on leu­ 
kemia like tragedy. Others attack 
heart, liver and kidneys. Some — 
like prohibition s Jam aica ginger 
(jake) 
and 
Morocco’* 
machine 
oil — paralyze nerve*. 
Sniffers can’t tell whether or not 
they’re inhaling poison. 
Doctors 
are first studying the long range 
effects. 
Picture a classroom where stu­ 
dents sniff, pass out and have to 
be carried away! 
Tense and worried sniffers can’t 
stop th<> habit even though Oley be­ 
lieve both mind and life are fad­ 
ing. What started as a few whiffs 
soon b u i l d s to several tubes. 
The craving mushrooms, 
Boys fig h t. Petty robbery spirals 
in to major crime. Dope peddlers 


should find glue-sniffers ready re­ 
cruits. 
Sniffers broadcast bad breath. 
The vapor irritates. Noses run and 
mouths drool. Appetite and weight 
shrink as stomachs 
rumble 
un- 
i easily. 
The sniffing kick started rn the 
slums where parents were either 
too strict or not around. 
It’s 
a 
habit 
that 
can 
easily 
spread to homes in better neigh­ 
borhoods 
where 
children 
can't 
stand lonely, unhappy lives. 
Restricting 
glue 
sales 
might 
help. Rut to dissove away glue pro­ 
blems, stick close to home and be 
a friend as well as a parent! 
Dr. F e rn ’s mailbox is wide open 
for letters from readers. W h i l e 
be cannot undertake to answer in­ 
dividual letters, he will use read­ 
e rs’ questions in his column when­ 
ever possible and when they are of 
general interest. Address y o u i 
letters to Dr. Fern in care of this 
newspapi r. 


PRO BA TE COURI NO! 1< I 
All interested parties are hereby no­ 
tified 
th at 
the 
following 
Executor* 
j have 
filed 
their inventories and 
ap- 
j p ratsem en ts rn the P robate C o u r t of 
Pickaw ay County. Ohio; 
No 20033 L eonard M 
Craw ford, E x­ 
ecutor of the estate of C ynthia Hicks, 
I deceased 
No. 20920 Mabel E 
Dick. E xecutrix 
j of the estate of John T, Dick, deceas­ 
ed 
And that said inventories will be tor 
hearin g before this Probate Court on 
M onday. S eptem ber 
10th, 
1962 
at 
!) 
o'clock A 
M Exception* to said Inven­ 
tories. if any, m ust lie filed herein on 
or before Septem ber 4th, 1962 
W itness m y hand and the seal of 
said P robate C ourt thl* 29th day of 
A ugust, 1962 
GUY a , CLINE 
P robate Judge 
Aug 30, Sen t 6 1962 


P roject and Work length 1,373 feet or 
0.26 mile. 
P a rt No. I 
Pickaw ay County, 
Ohio, on 
Sections 
PIC-LM7 59, 18 22 21 08. 
U 
S. 
Route 
No. Li. in H arrison Township, by re- I 
surfacing with asphaltic concrete. 
P avem ent Width 24 feet. 
P roject and Work length 
or 4 OO miles 


PROBATE COURT NOTICE 
All interested parties are hereby no­ 
tified that the following A dm inistrat­ 
or. E xecutrix and G uardian have filed 
.. 
, 
., 
their accounts in the Probate Court of I 400-H1U6 le n g th 
Pickaw ay County, Ohio, 
No 
20195 Alex Geesling 
G uardian 
of Chloe Ge esling, an Incom petent per­ 
son Second partial account. 
No. 20657 R ay S. 
W ard, Adm lntst. 
rato r of the e state of Susie 
E 
W ard, 
deceased. F irst and final account 
No. 29628 Mabel C Louis, E xecutrix 
of the estate of H erbert E . Louts, de­ 
ceased 
Final account 
And that said 
accounts 
will 
be for 
hearing 
and 
settlem ent 
before 
this 
21,12*1 feet I Probate C ourt on M onday. Septem ber 
loth, 1962 at 9 o’clock A 
M. Exccpt- 


Great mountain ranges, 
rising 
to peaks of 20,000 feet, 
form 
a 
massive central barrier in Peru, 
e x t e n d i n g 
north 
and 
south 
throughout the c o u n t r y ’ s I,* 


The date set for com pletion 
of 
this I ions to said account*, lf any. m ust be 
I work shall lie aa set forth in the bld- 
filed herein on 
or 
before 
Septem ber 
ding proposal." 
E ach bidder shall be required to file 
with his bid a certified check for an 
am ount equal to five per cent of his 
bid, but In no event m ore than ten 
thousand dollar*, or a bond for ten per 
cent of his bid, payable to the direct- > 
or. 
Bidders m ust apply, 
on the 
proper 
forms, for 
preq u a liftc a ti on 
with 
the 
Highway C redit E xam iner, at Colum ­ 
bus. Ohio, at least IO days before tne 
date set to open bids 
The m inim um wage 
to be paid to all 
labor 
em ployed on this 
contract ..hall 
be in accordance with the "Schedule 
of Prevailing Hourly Wagp R ates As­ 
certained and D eterm ined by T h e De­ 
p artm ent of Industrial R elation* appli­ 
cable to State 
Highway 
D epartm ent 
im privem ents in accordance with Sec 
lions 
4115 03, 4115 04 4115 OS, 
>115 06. 
and 4115.07 of the 
Revised 
Code 
of 
Ohio.” 
Plans and specifications are on file 
in the dep artm en t of highw ays and the 
office of the division deputy director 
The director reserves the right to re ­ 
ject any and all bids. 
F 
S PRESTON 
D irector 
Aug 30, Sept 6. 1962 


4th. 1962 
W itness my hand 
and 
the 
seal 
of 
said P robate Court this 8th day of Au­ 
gust. 1962. 
GUY O CLINE 
P robate Judge 
Aug 9. 16. 23 . 30. 


NEW 
• • 
vt J"- - * 
1963 


2 051 


tkwoL GO A WAID UA? tip to. * 
Clyde j.b q a m m e q , a ft 
»7.1.PUllM0LY. w.va. 
A l 
BACK-TO 
SCHOOL 


O 
r i f f i l l i ’ s 
I . i n u i t ‘ i n n 
l $ 4 k| » n r I n i o n l 


N O W AT t i l S. PICKAWAY STREET STORE 


I p m I i i r i i H / 
I l o o 
v s u n i t 
l l 


V 
c i i e f i n n 
K l i m t s . 
W 
i n d o w 
S h a d e s 


SWEATERS 
Enormous 
Bu I kies 
to fin* 
featherweight knits In Orlon, 
Woo! or Nylon. Tremendous 
selection! 


A D a z zlin g Array of 
BLOUSES 


SO 99 


Hours 
.Monday, Tuesday, 
Thursday, Friday 
I to ft 
Saturday, Wednesday 
9 to 12 


OPEN EVENINGS ItV APPOINTM ENT 


SKIRTS 
Petite, 
Junior 
and 
Mi 
length* in a sensational sty 
tog group. A ll sizes. 
i $2 " t o $3 " 


GRIFFITH FLOORCOVERING 


911 S. Pickaway St. al Edison Ave. 


Phone GR 4-5189 — Circleville, O. 


I* irM Duality — Seamless 
NYLONS Mi 
Mesh or P la in ............. 


87c 
S2.99 


Reg. 39c 
PANTIES 
29c 


121 We Main Street 


♦ ave all ilia,' pit lur* mw., 
ZU** *4 rn iJ in 
|»«tur>- <n-r, , 
SPACE 
COMMAND* 


REMOTE CONTROL TV 


COMPLETE 
REMOTE 
OPERATION! 


P R E S S A BU T TO N : To turn **t 
on and off • Change channel* 
• Arbust volume • Mute th* sound 
Cordless! No batteries! 


W e Have Them! 
BERNAT 


Knitting Yarns 


• PATTERN BOOKS 


The LAW NDALE 
Model K3341 
Choose b om Danish M od­ 
ern, Ita lia n P ro vincial, or 
Early Am erican styled con­ 
soles. 
$339.95 


FINE 
FURNITURE 
CABINETRY 
in genuine 
veneers end 
hardwood solids. 


Boye Knitting Needles 


• Knitting Accessories 
HOOVER 
Fabric Shop 


134 W. Main 


genuine 
HANDCRAFTED 
\ CHASSIS for greater 
^operatingdependebilityj 
. fewer service 
headaches! 


• ■ S T BUILT! 
■ B B T S T VLBOI 


( G o r d o n * * 
Main and Scioto Sts, 


t 


Closing Ou t All Tables 
All Sty les — Regu lar 
Price $14.9 5 u p 


Matching Lu ggage by 
Famou s Maker 
Keg. Price $25.00 


Porta ble 


Ty pe write r 


Closing Ou t Kntire 
Stock — Sell for 
$14.9 5 Ev ery where 


UMH c t ombed C'otton 
Delu x e Qu ality 
79 c Valu e 


310 W, M ain St. — P h one G R 4-OlHi 


W H EN YO U SHOP AT 


O UR REXALL STORE 


It figure s . Ou r wid e se le ctio n o f 
sc! oi su p p lie s 


me a su re up in q u a lity, va rie ty, a n d sa vin g s. Eve ry­ 


thing for tots jus t s ta rting, to stu d e n ts n e a rly re a d y 


to gra dua te . And Re x a ll s low pric e s a lwa y s fit 


y our budge t. 


DRUG STORE 
AT OUR 


Get Our 
Rates First On 
AUTO LOANS 


J 
Cl RC LIVI LII. OHIO 
Member FDI! 


Be a u ty in th e Drive r's Se a t 


STOP 
RED WATER 
with a LINDSAY 
Water Softener! 
Call GR 4-269 7 
DOUGHERTY’S 
“ Serv ice After The Sale” 
147 W. Main St. — Circlev ille 


f y e n if it * not dona for tonitory 
or ootthotic p u r p o * • i, rofloc tor 
pa nt undoc o l o c t r i c a l unit* of a 
•tov # *hould bo Copt ohining (loon 
in ordor to introa to boa t output. 


a make-u p kit 


a clu tch p u rse 
T. Ii. B r u nne r A Non 
119 W. Main St. — Jewelers 


Wife Pre s e rv e rs 


WW fW’ 


meeker 
Co mbo Bag 


o billfold 


• Embossed Leather 
• Pop u lar Co lo rs 


Af! the freshest, brig hten* 
fashio ns fo r scho o l and 
p lay . 
And enchanting sty les fo r 
Sunday s, to o . In wo nderful 
carefree fabrics that 
Wake Mo ther’s life so mu ch 
I easier. Co me see the 
v boiic oUic Uoe now. 
me CHILDREN’S shop 


151 W. M a in St. 


Wo me n 's Ne ws 
The Circ le v ille He ra ld, Thur. Augus t 3 0 , 1 9 62 
Circlev ille, Ohio 


St. An n 's Gu ild Ho ld s Me e t 


St. Ann’s Gu ild of St. 
Philip s 
Ep iscop al Chu rch met recently at 
tile home of Mrs, Lawrence G oo­ 
ier Jr., 832 Pershing Driv e. 
A brief bu siness 
meeting was 
condu cted and Mrs. John Pay ne, 
way s and 
means chairman, 
an­ 
nou nced that the gu ild will condu ct 
a hake sale Satu rday at the Ken­ 
worthy Ap p liance Store, W. Main 
St. 
Mrs. Robert Brehmer Jr. intro­ 
du ced Arnold Ages, gu est sp eaker, 
wlio.se su bject for the ev ening was 
“ The Reliefs and Cu stoms of the 
Orthodox 
Jewish 
Chu rch.’’ 
Mr. 
Ages is an instru ctor in the Lan­ 
gu age Dep artment at Ohio Stale 
Univ ersity . Ile has stu died tile Bi­ 
llie, Hebrew and Jewish Histor­ 
ies at the ll e w b r e w Univ ersity 
in Jeru salem and is assistant to 
Rabbi Harry Kap lan, director of 
the Hillel Fou ndation, a national 
religiou s and cu ltu ral organizat­ 
io n which offers cou nseling ser­ 
v ices to .stu dents of the Jewish 
faith. 
Mr. Ages p resented 
fou r con 
cep ts of the O r t h o d o x Jewish 
Chu rch. Tile first of these is the 
belief in God as a 
u niqu e single 
diety , indiv isible in oneness and 
from him a Ll men eminate. Second 


Ca rn e y Fa mily 


Co n d u cts 2 5 th 


An n u a l Re u n io n 


Mis s Morris on 


Comple te s 
3 -Ye a r Cours e 


The 25th annu al Carney Roan 
ion was held at tile Ashv ille Com* 
J 
mu nity 
Park 
recently 
with 
115) 
members p resent. 
Taking p art 
in the festiv ities 
were Mr and Mrs. Jack Hettinger 
and family , Adelp hi, Mr. and Mrs. 
Melv in Arledge and family , Mr. 
and Mrs. 
Cli arles 
Carney , 
Mr. 
and Mrs. 
Ru ssell Conoway , 
Mr. 
arid Mrs. Ed Dean and dau ghter, 
Lau relv ille, Mr. and Mrs. B i l l 
C a r ne y , Marv in Carney , Lock- 
bou m, Mrs. Alta Winner, l/mdon- 
derry , Milton Wears and family , 
Mr. and Mrs. George Banks and 
family , Obetz, Charles C. Carney 
and (lau ghters, Commercial Point, 
Mr. and Mrs. Don Camp bell and 
family , Zanesv ille, Mr. and Mrs. 
Asa 
McDonald, 
Mrs. 
Ben 
Nail, 
Jackson, Mr. and Mrs. Kenneth 
Alley and family , Chillicothe, Mrs. 
Dennis 
My ers 
and family , Oak 
Hill, Mr. and Mrs. RoL>ert Sny der 
and sons, London, Mr. and Mrs. 
John Hay lett and family , Mr. and 
Mrs. Charles D. Carney and fam ­ 
ily , Urbana, Mr. and Mrs. Roliert 
Conaway and family . Atlanta; 
Mr. and Mrs. Earl F lanagan, 
Mr. and Mrs. Derlin Walland and 
family , 
Mr, 
and 
Mrs. Clarence 
Stonebu rn, Mr. and Mrs. Roy P ar­ 
rels. Lancaster, 
Mrs. 
John 
Mc­ 
Ghee, Mr. and Mrs. Roy McDon­ 
ald. Mr. and Mrs. Chet Rep p eth 
and family , Mr. 
and 
Mrs. 
Pau l 
Miller and family . Mr. and Mrs. 
Dou gherty and family , 
Mr. 
and 
Mrs. George Carney and family , 
Mrs. 
Margu rita 
Reed, 
Mr. 
and 
Mrs. Lu ther Hu tchison, Mr. and 
Mrs. Kenneth 
Carney , 
Mr. 
and 
Mrs. Earl 
Blanton 
and 
family , 
Mrs. Mary Mosier, Colu mbu s. 


is the observ ance of the mitzv ah or 
p iou s deed. These are all ty j/es of 
commanded behav ior intended to 
gu ide Uie Jew throu gh ev ery mo­ 
ment of his life 
The Jewish cu ltu re and civ iliza- 
t ion rep resenting them as 
a nation 
is the third concep t. 
Adherence to the 
Talmu d 
or 
Oral Law is the fou rth concep t. 
The Talmu d is a folio of laws con­ 
cerning religiou s, economic, family 
and cu ltu ral life. 
Mr. Ages defined some of the 
traditions and 
cu stoms 
of 
tile 
Orthodox Jewish Chu rch. The Jew 
recites his p ray ers twice ev ery 
morning and once in the ev ening. 
The daily morning p ray ers are ac­ 
comp anied 
by 
the 
wearing 
of 
small box es, one on the head, the 
other on the left arm p ointing to 
the 
heart. 
The 
box es 
contain 
qu otations from the Bible, remind­ 
ing Jews of their liberation, of 
the commandment to 
o b s e r v e 
Passov er and p ray ers which af­ 
firm the u nity of God, 
Ev ery traditional Jefwish home 
observ es the 
dietary 
laws. 
The 
laws refer first to foods that may 
not lie eaten at all. Among these 
are fish which do not hav e scales 
or fins and shellfish. Among main- 
mids only those which hav e clov en 
hoofs and which chew the cu d are 
p ermitted 
in the family of fowl 
certain sjiecific birds are forbid­ 
den. 
Meat mu st Lh* slau ghtered ac j 
cording to certain ru les to he p er ! 
milled for consu mp tion. Meat and 
milk are nev er eaten at the same 
meal, 
alway s 
sep arately . 
T w o 
sets of dishes are u sed, one for the 
meat and one for the dairy foods. 
Mr. Ages then discu ssed brief­ 
ly a few of the differences in Orth­ 
odox , 
Reform 
and 
Conserv ativ e 
Jewish faiths. The Orthodox grou p 
strictly adhere to tradition. The 
Reform grou p has u rged the aban­ 
donment of those rites which set 
the Jew ap art from his neighbor 
to too great an ex tent. The Con­ 
serv ativ e 
grou p is 
midway 
foo­ 
tworn the Orthodox and the Re­ 
form 
They believ e in retaining 
a max imu m of the tradition, bu t 
their leaders fc^el the need for ad­ 
ap tation to new conditions. 
A qu estion and answer session 
was held following this most infor­ 
mativ e talk. 


Miss l i es, 
Mr. Wi ggi ns 


Are Engaged 
Ta k e Him to Doc tor 
De ar Abby : 
by Abig ail Van Bu ran 


MISS KAYE MORRISON 


Miss Kay e 
Morrison, dau ghter 
of Mr. and Mrs. Elwood Morrison, 
Ashv ille, will he gradu ated Sep t. 7 
from Riv erside-White Cross School 
of Nu rsing. 
Miss Morrison has comp leted a 
three y ear cou rse and wdl receiv e 
h<-r dip loma at the North Broad­ 
way Methodist Chu rch, Colu mbu s. 
Following gradu ation she will be 
emp loy ed at Riv erside Methodist 
Hosp ital and p lans to enter Ohio 
S t a t e Univ ersity winter qu arter 
u nder tile 
general 
nu rsing 
p ro­ 
gram. She is a 19 57 gradu ate of 
Asinine Harrison High School. 


DEAR ABBY 
My hu sband has, 
started something new lately . De 
calls me ev ery hou r to see if I 
am home. If I hap p en to he* ou t 
(only to the grocery store or to do 
some hou sehold errands) he starts 
calling all my neighbors to find 
ou t when they last saw me. I hav e 
fou r children who keep me v ery 
bu sy and I hav e no time for any 
monkey bu siness. 
I 
hav e 
nev ei 
giv en my hu sband any reason to 
dou bt me. His constant qu estion 
ing of the 
neighbors 
as to 
nu 
whereatx mtx has made me look 
like a woman who can’t he tru sted 
and who neglects her children 
I 
am 38 and he is 55. 
Cou ld his age 
hav e something to do with it? 
CHECKED ON 
D E A R 
CHECKED: 
Possibly 
men, as well 
as women, 
ex |nr 
knee 
glandu la. 
and 
chemical 
changes 
betwen 50 and 60 You r 
do cto r can tell y ou whether it’s 
his age o r not 


my wife to sit in the fro nt seat 
with another man while she sits in 
the back seat and y aks with hor 
girl friend Whenev er we 
g o fo r a 
driv e with another 
cou p le, Pm 
stuck with the other man 
in tho 
front seat while my wife had the 
other iady sit together in 
Hie back. 
I don't hav e any thing to talk 
to 
the man abou t, bu t what 
am 
I 
su p p osed to do’’ 
STUCK IN FRONT 
DEAR STUCK: Tell y o ur wife 
y o u pre fe r 
he r co mpany to the 
hus ba nds 
of her 
frie nds . She 
shou ld c ha t with he r lady frie nds 
in the afternoons. 


DEAR ABBY: I am a t -on ager, 
and tins little qu estion help ed mo 
a lot. May be it will help others: 
“ If someone gav e y ou a dime for 
ev ery kind word y ou said abou t 
some me, and collected a nickel 
for ev ery u nkind word, wou ld y ou 
he rich or p oor1” ’ 
AN ABBY EAN 


MISS MAR JIE ILES 


Ne w Office rs 


Ele cte d b y 
CAR Gro u p 


GRACEFUL EXIT — To g et o ut o f a 
skirt use handbag to co v er y o ur 
knees. 
ear when wearing a short 


American 
home of 
the 


Ca le n d a r 


MONDAY 
PICKAWAY C O U N T R Y CLUB 
buffet dinner, starting at 5 p. rn. 
TUESDAY 
WESTMINISTER BIBLE 
CLASS 
o f the Presby terian 
Church, 2 
p rn. at the ho me o f Mrs. J. B. 
Stev enso n. Ro ute 2. 
M RS. 
M A R I O N ’ S 
SUNDAY 
Scho o l Class, 8 p. rn. at Hie ho me 
o f Mrs, Fo rrest Tho merso n, 3 3 3 
W'o o dland Av e 
WSCS OK MT. PLEASANT METH 
o dist Church, 1 :3 0 p. rn. in the 
ho me (rf 
Mrs. 
Russell 
Yafdc, 
Ro ute 2. 
DAUGHTERS OF I^NION VET 
erans, 7 :3 0 p rn at the ho me o f 
Mrs. B. M. Wignel, 
904 S. Co urt 
St, 
PICKAWAY 
COUNTY 
** \ Ii DEN 
Club Workshop , 7 :3 0 p 
rn. 
at 
the ho me of Mrs. J ames 
Muf­ 
fin, 3 3 a E 
Franklin St 
WEDNESDAY 
GENERAL MEETING OF WSCS 
o f the First Metho dist Chu rr , 8 
p. rn. in the church so cial ro o ms. 


Su n d a y Sch o o l 


Co n d u cts 


An n u a l Picn ic 


The Darby v ille Methodist Su n 
day School held their annu al p icnic 
Su nday at Ted Lewis Park. 
Attending were the 
Rev . 
and 
Mrs. Carl Wet beroll, Mr. and Mrs 
Carl Du dleson and dau ghter, Mr. 
and Mrs Howard Grabill and Snr- 
alee, Mr. and Mrs Floy d Brigu er, 
Mr and Mrs Ray mond Hoise and 
dau ghter, Mr. and Mrs. Tommy 
Pettihone 
and 
family , 
Mr. 
and 
Mrs Donald Streitonberger and fa­ 
mily , Mr. and Mrs. Robert Sp ang 
ler, Mrs. Cliff Bowman and dau gh­ 
ter, Mrs Virgil Dix and dau ghter, 
Mrs. 
My ron Sey mou r and 
son. 
John Eitel 111, Ronnie and Jake 
Follrod and Loretta Slagle. 


DUV Sch e d u le s Me e t 


Dau ghters of 11 non Wtera*is 
will meet 7:30 p . rn. Tu esday at 
the home of Mrs. B. M. Wignel, 
5)04 S. Cou rt St. 


The Children of the 
Rev olu tion met 
at the 
Mrs. R i c h a r d Hedges for 
grou p ’s election of officers 
The meeting 
op ened 
with 
all 
members say ing the Pledge of Al 
legianee. Mrs. Josep h Peters read 
the CAR creed and all p resent re ­ 
p eated the Lord’s Pray er. 
Officers elected for the coming 
y ear are Ellen Sny der, p resident; 
Rebecca Rockey , v ice p resident; 
Ru th Ann Rockey , chap lin; Patty 
Collins, secretary ; Nancy Collins, 
treasu rer; 
Ann 
Peters, 
f l a g 
chairman; Janet Sny der, registrar 
Alan Peters, 
historian; 
Rebecca 
R o ck ey , news rep orter and p ro­ 
gram chairman. 
Mrs. Hedges is the senior p resi­ 
dent and Mrs. Josep h 
Peters 
is 
senior v ice p resident 
Project p lans for the 
coming 
y ear were discu ssed. 
Refreshments were 
serv ed by 
the hostess. 


WSCS Sch e d u le s 
Ge n e ra l M e e tin g 


Tile G e ne r a l Meeting of the 
WSCS of the First M e t h o d i s t 
Chu rch will lie 8 p 
m Wednesday 
in the chu rch social rooms 
The 
ex ecu tiv e 
committee 
will 
meet 7:15 p rn., 
p receding 
tile 
general meeting 
Their F a l l Rou nd * Up will in­ 
clu de a bu siness meeting and wor­ 
ship serv ice. The p rogram, “ The 
Chu rch and Christian Vocations” , 
will be p resented by Diane Dick 
and 
Beth 
Rickey , 
delegates 
to 
Girls’ School, Delaware, O. 


By JOAN O’SULLIVAN 
Distance doesn’t alway s lend en 
chantment. It doesn’t, for ex am ­ 
p le, when y ou ’re driv ing the dis­ 
tance and hav e ev ery thing m ap ­ 
p ed ou t ex cep t a formu la for fac­ 
ing u p p rettily to the rigors of the 
road. 
How do y ou keep y ou r ey e on 
glamou r, while y ou r foot’s on the 
gas? 
Here are some tip s 
for 
m ain­ 
taining 
b e a u t y in the d riv ers 
seat: 
Select clothes that trav el 
well, 
su ch as simp ly 
sty led 
knits 
or 
crease-resLstant fabrics in bright 
or dark solid colors or p rints, w th 
skirts 
that 
are 
neither 
p encil- 
slim nor billowy and bou ffant. 
Av oid fabrics that need starch 
ing, p astel colors, sty les that are 
v ery dressy , a bit too s p 
o r t y 
(shorts or slacks), or casu al to 
the p oint of ap p earing slop p y 
Make minor costu mes changes 
in the car before a stop for din­ 
ner or at 
jou rney 's 
end. 
Flat- 
heeled driv ing shoes and a head 
scarf can be ex changed for high 
heels, a hat or headband. Glov es 
can be added. 
Pack a q u e e n - size carry all 
with beau ty aids and other 
ac­ 
cessories 
y ou 'll 
want 
accessible 
while y ou ’re 
in 
transit. 
Inclu de 
the following 
Beau ty Aids: 
Foil 
- p ackaged 
lotion - satu rated p ads or wash­ 
cloths (for qu ick hand 
and face 
clean - u p s); 
washcloth 
and 
a 
large cake of soap (for more thor­ 
ou gh c le a nings ); hairbru sh and a 
large comb 
(u nbreakable so 
it 
will e a s i l y u nsnarl 
windblown 
hair); 
bobby 
p ins, 
cu rlers 
and 
hair sp ray (for qu ick sets w'hile 
cleaning u p and a p 
p 
l y i ng new 
make-u p ); make u p . of cou rse! 
You ’ll also need facial tissu es, 
cotton halls, su ntan lotion, p etrol 
> cu m jelly (ex cellent for windbu rn­ 


ed lip s), boric ad d p owder (to di­ 
lu te and ap p ly to tired ey es 
on 
cotton halls), a 
make-u p 
mirror 
(to u se in the car or in frequ ent­ 
ly mirror less gas .station 
r e s t 
rooms), 
hand 
lotion, toothbru sh 
and toothp aste, a make-u p cap e. 
Good Groomers 
Sp ot remov er, 
sewing kit, neu tral shoe p olish and 
j 
a shine cloth, clothes bru sh, safe­ 
ty p ins. ex tra hosiery and clean 
white glov es. 
The aids su ggested shou ld keep 
y ou looking charming ev en if y ou 
are long - distance driv ing. 
Bu t 
there’s still one 
thing that can j 
sp oil ev en a wonderfu lly w e l l - ; 
groomed woman driv er’s ap p ear­ 
ance. 
What is it? Xix 5 way she gets 
in and ou t of a ear! Practice u n­ 
til y ou know how to make a grace­ 
fu l entrance and ex it. Some things 
to rem em ber are 
I. Mov e sideway s. The feminine 
figu re is at its most awkward in 
a head first lu nge or a derriere 
first p lu nge 
2 Keep y ou r torso straight. To 
make y ou rself v ertically comp act, 
lower y ou r head and fiend knees. 
Bending at the waist makes y ou r 
derriere ju t ou t’ 
3. When wearing a short skirt, 
cov er knees with y ou r handbag or, 
I if both hands are free, u se one to 
; anchor y ou r dress hem 
Step ou t 
in 
sty le! That s 
the 
I motto for 
b e a u t y 
behind 
the 
wheel! 


Mr. and Mrs. Allen C. lies of 
Lau relv ille, annou nce the engage­ 
ment and ap p roaching marriage 
(rf their dau ghter, Marjic Lou , to 
Mr. Samu el Jewell Wiggins, su n 
of Mrs. Virginia Wiggins, Lau rel- 
j V i l l e , and the late Mr. Virgil Wig­ 
gins. 
Miss lies is a 19 59 gradu ate of 
Sou th Bloommgv ille High School.! 
She is now emp loy ed at the Gener- j 
a1 Electric Plant, Circlev ille. 
Mr. Wiggins is 
a 19 37 gradu ate 
of Lau relv ille High School and ras 
comp leted 
three 
y ears 
serv ice 
with the U. S. Army . He is em- j 
p loy ed at the local Du Pont p lant, 
Circlev ille. 
The wedding will be an ev ent of 
Sep t 28 at the ELB Chu rch, I>au - 
rel Ville. 


DEAR 
ABBY: 
A chu rch going 
woman asked me if I wou ld bake 
a dozen p ies lu r ou r l adies’ Aid 
Bake Sale. I am famou s for my 
cherry pies and ev ery body who has 
ev er eaten one goes crazy ov er 
it. I told her I wou ld do it if they 
were sold for no less than 75 cents 
each as each p ie serv es eight and 
is a real treat. She p romised and 
I made the p ies. 
I later fou nd ou t that SHE did 
n’t ev en p u t my p ies ou t for sale. 
She took them home and p u t them 
all in HER OWN FREEZER. Then 
she p u t $2.00 in the register. What 
wou ld y ou do abou t it? She was 
chairman of the Bake Sale. 
BURNED UP 
DEAR 
Bl It NED: This was a 
lot of cru st! Tell her she owes the 
bake sale sev en dollars. 


I nload y ou r p roblem on Abby . 
For a p ersonal rep ly , send a self- 
addresx d, 
stamp ed env elop e to 
ABBY care of this p ap er. 


Whim carrots are at their best, 
they are not green at the top . 


DEAR ABBY’: 
I didn t marry I 


WSCS Pla n s Me e t 


The WSCS of the Mf. Pleasant 
Methodist Chu rch will 
meet 
1:30 
p , rn Tu esday at the home of Mrs. 
Ru ssell Yap le, Rou te 2. 
Mrs. Pau l Cou nts will be assist­ 
ing hostess. 


GC W o rksh o p Sla te d 


Pickaway Cou nty Garden Clu b 
Workshop is 
schedu led 
for 7 30 
p rn. Tu esday at the home of Mrs. 
Jam es Moffitt, 336 E. Franklin St. 
The grou p will stu dy the Pu mp 
kin Show Flower Show schedu le. 


Make op en sandwiches of liv er­ 
wu rst and garnish with jellied ma- 
drilene and sp rigs of watercress 
or p arsley . 


Nex t time y o u shape fing er ro lls 
fro m 
y east bread 
do ug h, 
brush 
them with an eg g wash and sp rin­ 
kle with po ppy seeds. 


Op en Friday Till 9 — Satu rday T ill 6 
The Origina l 
TRADE-IN 
COAT SALE 


SHARFF S famo u. 


nu n-tailored Boy 
coat takes y ou from 
fall throu gh sp ring 
The ev ery where coat 
for u rban-su bu rban 
liv ing is fashioned 
in a lu x u riou s soft 
25% Camel Hair 


7 5% Wool. 
Hand 
stitched and with 
ocean p earl bu ttons 
Camel, Loden Green, Nav y , 


Red, Grey . 


L A Y -A -W A Y 
You r New Coat Now! 
Free Storage Until Oct. 1st 


Jus t 3 Da y s Le ft! 
SALE ENDS ON 
SEPTEMBER IST! 
' j f 
\ 
Ask Abou t Ou r Flex ible Charge Accou nt 


Sizes 5 to 1 5, 6 to 18 


Ju nior Size* — 5-15 
Pe tite Sizes — 3 13 
Missy Sizex — 8 lo 
s3 9 95 


Just I magi ne! 
You r old c os t I* worth SH).OO 
on any full 
le ngth 
winte r 
e oa t m our fabu lou s collec­ 
tion 


Women's News 
The Circleville Herald. Thur. August 30. 1962 
Circleville, Ohio 


St. Ann's Guild Holds Meet 


St. Ann’s Guild of St. 
Philip a 
Episcopal Church met recently at 
the home of Mrs. Lawrence (Joel 
ler Jr., 832 Pershing Drive. 
A brief business 
meeting was 
conducted and Mrs. John Payne, 
ways and 
m eans chairm an, 
an ­ 
nounced Hint the guild will conduct 
a bake sale Saturday at the Ken­ 
worthy Appliance Store, W. Main 
St. 


Mrs. Robert B rehm er Jr. intro­ 
duced Arnold Ages, guest speaker, 
whose subject for the evening was 
“ The Beliefs and Customs of tm* 
Orthodox 
Jewish 
C hurch." 
Mr. 
Ages is an instructor in the Lan­ 
guage D epartm ent at Ohio State 
University. Ile has .studied the Bi­ 
ble, Hebrew and Jewish Histor­ 
ies at the ii e w b r e w University 
in Jerusalem and is assistant to 
Rabbi Harry Kaplan, director of 
the llillel Foundation, a national 
religious and cultural organizat­ 
ion which offers counseling ser­ 
vices to .students of the Jewish 
faith. 
Mr. Ages 
presented 
four con­ 
cepts of the O r t h o d o x Jewish 
Church. The first of these is the 
belief in God as a 
unique single 
d id y , indivisible in oneness and 
from him all men emanate. Second 


Miss Morrison 
Completes 


3-Year Course 


Carney Family 


Conducts 25th 


Annual Reunion 


The 25th annual Carney 
Reun 
Ion was held al the Ashville C om ­ 
munity 
Park 
recently 
with 
ll!) 
m em bers present. 
Taking 
part 
in 
the 
festivities 
w ere Mr and Mrs. Jack Hettinger 
and family, Adelphi, Mr. and Mrs. 
Melvin Arledge and family, Mr. 
and Mrs. 
Charles 
Carney, 
Mr. 
and Mrs. 
Russell Conoway, 
Mr. 
and Mrs. Ed Dean and daughter, 
Laurelville, Mr. and Mrs. B i l l 
C a r n e y , Marvin Carney, Lock- 
bourn, Mrs. Alta Winner, l/mdon- 
derry, Milton Wears and family, 
Mr. ami Mrs. George Banks and 
family, Obetz, Charles C. Carney 
and (laughters, Com m ercial Point, 
Mr. and Mrs, Don Campbell and 
family, Zanesville, Mr. and Mrs. 
Asa 
McDonald, 
Mrs. 
Ben 
Nail, 
Jackson, Mr. and 
Mrs. Kenneth 
Alley and family, Chillicothe, Mrs. 
Dennis 
Myers 
and family, 
Oak 
Hill, Mr. and Mrs. Robert Snyder 
and sons, London, 
Mr. and Mrs. 
John Hnvlett and family, Mr. and 
Mrs. Charles D. Carney and fa m ­ 
ily, U rbana, Mr. and Mrs. Rolwrt 
Conaway and family, Atlanta; 
Mr. and Mrs. Earl Elaningan, 
Mr. and Mrs. Deri in Win I and and 
family, 
Mr. 
and 
Mrs. 
Clarence 
Stoneburn, Mr. and Mrs. Roy P a r­ 
cels, L ancaster, 
Mrs. 
John 
Me- 
Ghee, Mr. and Mrs. Boy McDon­ 
ald. Mr. and Mrs. d ie t Reppeth 
and family, Mr. 
and 
Mrs 
Paul 
Miller and family, Mr. and Mrs. 
Dougherty and 
family, 
Mr. 
and 
Mrs. George Carney and family, 
Mrs. 
M argurita 
Reed, 
Mr. 
and 
Mrs. Luther Hutchison, 
Mr. and 
Mrs. Kenneth 
Carney, 
Mr. 
and 
Mrs. Earl 
Blanton 
and 
family, 
Mrs. M ary Mosier, Columbus. 


is the observance of the mitzvah or 
pious deed. These are all types of 
com manded behavior intended to 
guide tile Jew through every m o­ 
ment of his life. 
The Jewish culture and civiliza- 
t ion representing them as a nation 
is the third concept. 
Adherence to the 
Talm ud 
or 
Oral Law is the fourth 
concept. 
The Talm ud is a folio of laws con­ 
cerning religious, economic, family 
and cultural life. 
Mr. Ages defined some of the 
traditions and 
customs 
of 
the 
Orthodox Jewish Church, The Jew 
recites his p rayers twice every 
morning and once in the evening. 
The daily morning prayers are ac­ 
companied 
by 
the 
wearing 
of 
small boxes, one on the head, the 
other on the left arm pointing to 
the 
heart. 
The 
boxes 
contain 
quotations from the Bible, rem ind­ 
ing Jews of their liberation, of 
the com m andm ent to o b s e r v e 
Passover and p rayers which af­ 
firm the unity of God. 
Every traditional Jewish home 
observes the 
dietary 
laws. 
The 
laws refer first to foods that may 
not Im* eaten at all. Among these 
are fish which do not have scales 
or fins and shellfish. Among main- 
mels only those which have cloven 
hoofs and which chew the cud are 
perm itted. In the family of fowl 
certain specific birds are forbid­ 
den. 
Meat m ust be slaughtered 
ac ­ 
cording to certain rules to be per 
milled for consumption. Meat and 
milk are never eaten al the sam e 
meal, 
always 
separately. 
T w o 
sets of dishes are used, one for the 
m eat and one for Hie dairy foods. 
Mr. Ages then discussed brief­ 
ly a few of the differences in O rth ­ 
odox, 
Reform 
and 
Conservative 
Jewish faiths. The Orthodox group 
.strictly adhere to tradition. The 
Reform group has urged the aban 
donm ent of those rites which set 
the Jew ap art from his neighbor 
to too great an extent. The Con­ 
servative 
group 
is 
midway 
be­ 
tween the Orthodox and the Re­ 
form 
They believe in 
retaining 
a m axim um of the tradition, but 
their leaders feel the need for ad­ 
aptation to new conditions. 
A question and answer session 
was held following this most infor­ 
m ative talk. 


MISS KAVE MORRISON 


Miss Kaye 
Morrison, 
daughter 
of Mr. and Mrs. Elwood Morrison, 
Ashville, will be graduated Sept. 
from Riverside-White Cross School 
of Nursing. 
Miss Morrison has completed 
three year course and will receive 
her diploma at the North Broad­ 
way Methodist Church, Columbus. 
Following graduation she will be 
employed at Riverside Methodist 
Hospital and plans to enter Ohio 
S t a t e University winter quarter 
under 
Hie 
general 
nursing 
pro­ 
gram . She is a 
1957 graduate of 
Ashville Harrison High School. 


Beauty in the Driver's Seat 
Miss lies, 


Mr. Wiggins 


Are Engaged 
Dear Abby: 


Take Him to Doctor 


by Abigail Van Buran 


DEAR ABBY 
My husband has 
started something new lately. He 
calls me every hour to see if I 
am home, lf I happen to be out 
(only to the grocery store or to do 
some household errands) he starts 
calling all my neighbors to find 
out when they last saw me. I have 
four children who keep me very 
busy and I have no tim e for any 
monkey business. 
I 
have 
never 
given m y husband any reason to 
doubt me. His constant question­ 
ing of the 
neighbors 
as 
to 
n u 
whereabouts has 
m ade 
me 
look 
like a woman who can’t be trusted 
and who neglects her children 
I 
am 38 ami he is 55. Could his age 
have something to do with it? 
CHECKED ON 
D E A R 
( IH C KI D: 
Possibly 
men. as well 
as women, 
exper­ 
ience 
glandula. 
and 
chemical 
changes between 50 and Bd 
Your 
doctor can tell you whether it’s 
his age or not 


my wife to sit in the front feat 
with another man while she sits in 
the back seat and yaks with her 
girl friend Whenever we go for a 
drive with another 
couple, 
Pm 
stuck with the other man in tho 
front seat while my wife had the 
other lady sit together in the back. 
I don’t have anything to talk to 
the man about, twit what 
am 
I 
supposed to do” 


STUCK IN FRONT 
DLAR STUCK: Tell your wife 
you prefer her company to the 
husbands 
of 
her 
friends. 
She 
should (hat with her lady friend* 
In the afternoons. 


DEAR ABBY: I am a t a n ager, 
and this little question helped mo 
a lot. Maybe it will help others: 
“ If someone gave you a dime for 
every kind word you said about 
some me, and collected a nickel 
for every unkind word, would you 
be rich or poor?" 
AN ABBY EAN 


GRACEFUL EXIT — To get out of a 
skirt use handbag to cover your knees. 
car when wearing a short 


Calendar 


MONDAY 
PICKAWAY C O U N T R Y CLUB 
buffet dinner, starting at 5 p. rn. 
TUESDAY 
W ESTM INISTER BIBLE 
CLASS 
of the Presbyterian 
Church. 
2 
p. rn at the home of Mrs. J. B. 
Stevenson, Route 2. 
M RS. 
M A R I O N ’ S 
SUNDAY 
School Class, 8 p. rn. at tire home 
of Mrs. F o rrest Thomerson, 333 
Woodland Ave 
WSCS OE MT. PLEASANT METH- 
odist Church, 1:30 p. rn. in the 
home of 
Mrs. 
Russell 
Yaplc, 
Route 2. 
DAUGHTERS OF 
IHMION 
VET- 
cran*, 7:30 p. rn. at the home of 
Mrs. B. M. Wignel, 904 S. Court 
St. 
PICKAWAY 
COUNTY 
»« VR DEN 
Club Workshop, 7:30 p 
rn. 
at 
the home of Mrs. J a m e s 
Muf­ 
fin, 33o E 
Franklin St 
WEDNESDAY 
G EN ER A L M EETING OF WSCS 
of the F irst Methodist C hurr . 8 
p. rn. in the church social rooms. 


Sunday School 


Conducts 


Annual Picnic 


Tile Darbyville 
Methodist 
Sun­ 
day School held their annual picnic 
Sunday at Ted Lewis Park. 
Attending 
were the 
Rev. 
and 
Mrs. Carl Wetherell, Mr. and Mrs. 
Carl Dudleson and daughter, Mr. 
and Mrs Howard Grabill and Sar- 
alee. Mr. and Mrs Floyd Brigner, 
Mr and Mrs Raymond Hoise and 
daughter, 
Mr 
and Mrs. Tommy 
Pettihone 
and 
family, 
Mr. 
arui 
Mrs Donald Streitonl>erger and fa­ 
mily. Mr. and Mrs. Robert Spang 
ler, Mrs. Cliff Bowman and d augh­ 
ter, Mrs. Virgil Hix and daughter, 
Mrs. 
Myron 
Seym our 
and 
son, 
John Eitel III, Ronnie and 
Jake 
Follrod and I,Oretta Slagle. 


DUV Schedules Meet 


D aughters of 
14 non 
W tera^is 
will meet 7:30 p. rn. Tuesday at 
the home of Mrs. B. 
M. W'ignel, 
904 S. Court St. 


W ife Preservers 


New Officers 


Elected by 
CAR Group 


The Children of the American 
Revolution met 
at the 
home of 
Mrs. R i c h a r d Hedges for the 
group’s election of officers. 
Tile meeting 
opened 
with 
all 
m em bers saying the Pledge of Al­ 
legiance. Mrs. Joseph P e te rs read 
the CAR creed and all present r e ­ 
peated the Lord s Prayer. 
Officers elected for the coming 
year are Ellen Snyder, president; 
Rebecca Rockey, vice president; 
Ruth Ann Rockey, chaplin; Patty 
Collins, secretary; Nancy Collins, 
trea su rer; 
Ann 
Peters, 
f l a g 
chairm an; Janet Snyder, registrar 
Alan Peters, 
historian; 
Rebecca 
Rockey, news rep o rter and pro­ 
gram chairm an, 
Mrs. Hedges is the senior presi­ 
dent and Mrs. Joseph 
P eters 
is 
senior vice president 
Prefect 
plans 
for the 
coming 
y ear were discussed. 
Refreshments 
were 
served 
by 
the hostess. 


WSCS Schedules 
General M eeting 


Tile G e n e r a l Meeting of the 
WSCS of the First M e t h o d i s t 
Church will hr 8 p rn Wednesday 
in the church social rooms. 
The 
executive 
com m ittee 
will 
m eet 7:15 p, 
rn., 
preceding 
the 
general meeting 
Their F a l l Round - Up will in­ 
clude a business meeting and wor­ 
ship service. The program , ‘‘The 
Church and Christian Vocations", 
will be presented by Diane Dick 
and 
Beth 
Rickey, 
delegates 
to 
Girls* School, Delaware, O. 


By JOAN 
O’SULLIVAN 


Distance doesn’t always lend en 
chantm ent. It doesn’t, for 
e x a m ­ 
ple, when you’re driving the dis­ 
tance and have everything m a p ­ 
ped out except a formula for fac­ 
ing up prettily to the rigors of the 
road. 
How do you keep your eye on 
glam our, while your foot’s on the 
gas? 
Here are some tips 
for 
m ain ­ 
taining b e a u t y in the d riv e r’s 
seat: 
Select clothes that travel 
well, 
such as simply 
styled 
knits 
or 
crease-resistant fabrics in bright 
or dark solid colors or prints, w*th 
skirts 
that 
are 
neither 
pencil- 
slim nor billowy and bouffant. 
Avoid fabrics that need starch 
ing, pastel colors, styles that are 
very dressy, a bit too 
s p o r t y 
(shorts or slacks), or casual 
to 
the point of appearing sloppy. 
Make minor costumes changes 
in the car before a stop for din­ 
ner or at 
journey’s 
end. 
Flat- 
heeled driving shoes and a head 
scarf can be exchanged for high 
heels, a hat or headband. Gloves 
can be added. 
Pack a q u e e n - size carry all 
with beauty aids 
and 
other 
ac 
eessories 
you’ll 
want 
accessible 
while you’re 
in 
transit. 
Include 
the following: 
Beauty Aids: 
Foil 
- packaged 
lotion - saturated pads or w ash­ 
cloths (for quick hand 
and 
fact* 
clean - 
ups); 
washcloth 
and 
a 
large cake of soap (for m ore th o r­ 
ough c le a n in g s ); hairbrush and a 
large 
com b 
(unbreakable 
so 
it 
will e a s i l y unsnarl 
windblown 
hair); 
bobby 
pins. 
curlers 
and 
hair spray (for quick sets w'hile 
cleaning up and a p p l y i n g new 
m ake-up); m a k eu p , of course! 
Y ou’ll also need facial tissues, 
cotton balls, suntan lotion, petrol 
cum jelly (excellent for windburn- 


lv *n if if * not don* for sanitary 
or a«*th«tic p ur po se s , r«fl«ctor 
pan* under e l e c t r i c a l unit* of a 
ttove should be kept shining clean 
in order to increase heat output. 


Next tim e you shape finger rofls 
from 
yeast bread 
dough, 
brush 
them with an egg wash and sprin­ 
kle with poppyseeds. 


ACK-T0-SCH00L 


WHEN YOU SHOP AT 


OUR RIXALL STORE 


It figures. Our wide selection of sc! a! supplies 


measure up in quality, variety, and savings. Every­ 


thing for tots just starting, to students nearly ready 


to graduate. And Rexall s low prices always fit 


your budget. 


Clnderellc 
•..a ll ready 
fo r 
ja il! 


A n the freshest, brightest 
fashions for school and play. 
And enchanting styles for 
Sundays, too. In wonderful 
carefree fabrics that 
make Mother’s life so much 
easier. Come see the 
% bola celiac Uoc now. 


The CHILDREN’S shop 


cd lips), boric acid powder (to di­ 
lute and apply to tired eyes 
on 
cotton balls), a 
make-up 
m irror 
(to use in the car or in frequent­ 
ly mirror-less gas station 
r e s t 
rooms), 
hand 
lotion, 
toothbrush 
and toothpaste, a 
make-up cape. 
Good Groom ers: Spot rem over, 
sewing kit, neutral shoe polish and | 
a shine cloth, clothes brush, safe­ 
ty pins, extra hosiery and clean 
white gloves. 
The aids suggested should keep 
you looking charm ing even if you 
are long - distance driving. 
But 
th e re’s still one 
thing 
that 
can j 
spoil even a wonderfully 
w e l l - j 
groomed woman d riv e r’s appear- I 
anre. 
WI)at is if* The w a y she gets 
in and out of a car! Practice un- j 
til you know how to make a grace- } 
ful entrance and exit. Some things 
to rem em ber are: 
I. Move sideways. The feminine 
figure is at its most awkward in 
a head first lunge or a derriere- 
first plunge. 
2 Keep your torso straight. To 
make yourself vertically com pact, 
lower your head and bend knees. 
Bending at the waist m akes your 
derriere jut out! 
3. When wearing a short skirt, 
cover knees with your handbag or, 
if both hands are free, use one to 
anchor your dress hem 
Step out 
in 
style! T h a t’s 
tile 
motto for b e a u t y 
behind 
the 
wheel! 


MARJIE ILES 


Mr. and Mrs. Allen C. 
lies of 
Laurelville, announce the engage­ 
ment and 
approaching m arriag e 
of their daughter, Marjie Lou, to! 
Mr. Sam uel Ixiweil Wiggins, son 
of Mrs. Virginia Wiggins, L au rel-: 


V i l l e , and the late Mr. Virgil W ig-1 
gins. 
Miss lies is a 1959 graduate of 
South Bloomingville High School, j 
She is now employed at the G en e r-1 
a1 Electric Plant, Circleville. 
Mr. Wiggins is a 
1957 graduate 
of Laurelville High School and ra s 
completed 
three 
years 
service [ 
with the U. S. Army. He is em- j 
ployed at the local DuPont plant, 
Circleville. 
The wedding will be an event of 
Sept 28 at the ELB C'hurch, Eau- j 
relville. 


DEAR 
ABBY: 
A church going 
woman asked me if I would bake 
a dozen pies for our Ladies’ Aid 
Bake Sale. I am famous for my 
cherry pies and everybody who has 
ever eaten one 
goes 
crazy over 
it. I told her I would do it if they 
were sold for no less than 75 cents 
each as each pie serves eight and 
is a real treat She promised and 
I made the pies. 
I later found out that SHE did 
n’t even put my pies out for sale. 
She took them home and put them 
all in HER OWN F R E E Z E R . Then 
she put $2.00 in the register. What 
would you do about it? She was 
chairm an of the Bake Sale. 
BURNED U P 
DEAR 
B l It NED: 
This was 
a 
lot of crust! Tell her she owes the 
bake sale seven dollars. 


Unload your problem on Abby. 
For a personal reply, send a self- 
addresscd, 
stamped 
envelope 
to 
ABBY care of this paper. 


When carrots are at their best, 
they are not green at the top. 


DEAR ABBY: 
I didn’t m arry 


STOP 
RED WATER 


w ith a LINDSAY’ 
Water Softener! 
Call OR 4-2697 
DOUGHERTY'S 


"Service After The Sale" 
147 W. Main St. — Circleville 


WSCS Plans Meet 


The WSCS of the Mt. Pleasant 
Methodist Church will 
m eet 
1:30 
p. rn. Tuesday at tile home of Mrs. 
Russell Va pie. Route 2. 
Mrs. Paul Counts will be assist­ 
ing hostess. 


GG W orkshop Slated 


Pickaw ay County G arden Club 
Workshop is 
scheduled 
for 
7 30 
p rn Tuesday at the hom e of Mrs. 
Ja m es Moffitt, 336 E. Franklin St. 
The group will study the Pum p 
kin Show Flower Show schedule 


Make open sandwiches of liver­ 
wurst and garnish with jellied m a ­ 
d r o n e and sprigs of w atercress 
or parsley. 


Get Our 
Rates First On 
AUTO LO ANS 


* 
CIRCLEVILLE, OHIO 
Member EDIC 


■ s l e e k e r 
Com bo Bag 
Embossed Leather 
Popnlar Colors 


o b i l l f o l d 


$5.50 
Plus 
Led. 
Tax 


up 
a m a k e - u p k i t 


a c l u t c h p u r s e 
I . ii. Urn ii mkr A. Non 


119 W. Main St. — Jewelers 


S H A R K S 
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151 W . Main St. 


Open Friday Till 9 — Saturday Till 6 


The Original 
TRADE-IN 
COAT SALE 


SH A R FF S famous 


man-tailored Boy 


coat takes you from 


fall through spring 


The everywhere coat 


for urban-suburban 


living is fashioned 


in a luxurious soft 


2 
Camel Hair 


7V t Wool. Hand 


stitched and with 


ovean pearl burtons 


Camel, Loden Green, Navy, 


Red, Grey. 


Sizes 5 to 15, 6 to id 


Junior Size* — 5 15 
Petite Sizes — 3-13 
Missy Sizes — 8 IO 


* 3 9 95 


Just Imagine! 
Your old coat is worth $10.00 
on 
any full 
length 
winter 
m at hi our fabulous collec­ 
tion 


LA Y -A -W A Y 
Your New Coat Now! 
Free Storage Until Oct. 1st 


Just 3 Days Left! 
SALE ENDS UN 
SEPTEM BER IST! 


Ask About Our Flexible Charge Account 


Pickaway Bargains 


Ladies' 
Beauty Case 
$14.99piusTa* 


Matching Luggage by 
Fam ous Maker 
Keg. Price $25.00 


End Tables 


$5.00 


Closing Out All Tables. 
All Styles — Regular 
Price $14.95 up 


Portable 
Typewriter 
$54.95 


Famous Brand 
At Heal Savings 


Table Lamps 


$5.00 


Closing Out Entire 
Stock — Sell for 
$14.95 Everywhere 


Notebook Filler 


39c 


Large 73c Package 


Boy’s Brief 
49c 


100% Combed Cotton 
Deluxe Quality 
79c Value 


Girl’s Sox 


49c 


Heavy Rib Top 
100% Soft 
Combed Cotton 


Scripto Ball Pen 


69c 


Regular $1 OO Pen 
Just Right for School 


PICKAWAY 
SUPPLY CO. 


31ft W. Main St. — Phone GR 4-01M 
) DRUG STORE 


Old Maple in Justice Yard 
Has Story- Book Treehouse 


Bv MRS ELIZABETH JONES 
Ark * crazy question and y ou 
k now what k ind of answer y ou get. 
So don’t ask the Justice children in 
Whiffler if they are glad school is 
Marting After all why should they 
he? 
The Justice k ids have a 
bi* 
y ard. lots of Whisk er play mates, 
a dad who is Kandy with tools 
and an enormous maple tree. 
They have a new teeter-totter, 
swings, back board for bask etball 
practice 
and 
climax ing 
every - 
thing, 
a 
beautifully 
constructed 
treehouse in their big old maple. 
In the first place neither Ly nn, 
IO. Tim, 7, Jay . 6 or Missy , 4, 
could resist climbing in the maple 
tree. They also seemed to get a 
bang wit of mounting the top of 
the garage and balancing them­ 
selves along the roof peak . To the 
concern of neighbors! 
* * * 
THI 
M \PL E tree which meas­ 
urer 25 leet in circumference was 
a great location for a treehouse. 
C'arl Justice father of the tribe, 
built a platform first. Tim fell off 
and crack ed his head — so tree 
house operations were called to a 
halt The big maple was forbidden 
territory . That, I understand, was 
when the 
J u s t i c e k ids took to 
balancing on the garage roof. 
So Carl and Mary Ann Justice 
rf nded on a real treehouse with 
w alls. And that’s what it is. Two 
ladders are securely fastened to 
the enormous old tree trunk . One 
goes to the first crotch in the tree, 
th* other lauder leads to the trap­ 
door. 
The treehouse is easily reached. 
The garden editor was invited to 
mount the ladders and inspect it. 
After the trapdoor was closed the 
elevated hideaway was as safe as 
one s own Uvingroom. 
There arc windows on all four 
soles. Later Carl 
Justice 
may 
mak e window panes of “ My lar”. 
Right now 
the k ids enjoy the 
fresh air and the outlook on ail 
four sides. 
To the east one mav even get a 
glimpse of the Hock ing County 
Hills. 
VVIven the garden editor ask ed 
what the treehouse was used for. 
the boy s said “ for fightin” and 
the girls -.aid. “ to play house in” . 
• • * 
ACTUALLY, according to 
Mrs. 
Justice, the boy s use it as a club­ 
house. And the girls play house 
and school there. 
When the girls had a session of 
* house” they left a toy refrigerat­ 
es! and a toy stove. They also had 
I plans for framing the view with 
filmy window curtains, the boy s 
1 scorned the curtain idea. 
i 
This was 
when 
most of the 
1 “ fightin” occurred. Mrs. Justice 
was able to induce both sides to 
compromise. The y oung homemak ­ 
ers were to forego the curtains. 
When they were finished play ing 
house they were to put the toy re­ 
frigerator and stove in a comer 
and the boy s promised to leave 
tilings that w-ay . 
The play house is large enough 


G A R D E N 
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one 
Garden Gossip 


Seed saving is a good idea for America award.” Spartan is 
people who want large 
areas of of his favorites. 
flowers. 
Mrs. 
H e r m a n Davis, j 
-------- 
Route I, Kingston, has a big plant i 
.Mrs. Ernmitt Toole lik es to dry 
mg of zinnias 
across 
from 
her corn> she has a special dry er for 
house along tile road 
She saves 
process which does not work 
seed (rom sear to y ear. 
on an electric stove. She wants to 
buy an oil stove just for parching 
Lark y Huffman at Whislcr has com and cold pack ing vegetables, 
glorious zinnias in a large plant­ 
ing to one side of bis house. They 
were saved seeds from last y ear s 
crop. 


Seed pack ets are designed for 
garden 
rows, 
not 
for dramatic 
splashes of color, in large plant­ 
ings. 


We are getting the 
m e a d o w ' 
clipped in readiness for the annual 
water pageant at our pond come 
LaIhm- Day . 


. 
i p 


A. 
- C i t 


* 
\ 


A 
' \ J 
iii'!> 


This is the time 
of y ear 
for 
coasting — garden wise. that 
is. 
So tak e it easy . Lots of folk s can t 
even water these day s. 


j 
Country wells are at an all sum­ 
mer low And Ervin Leist is ask ­ 
ing city people to go easy on the 
water. 


My husband was dipping dose 
to the w ater’s edge and the trac­ 
tor mired down. Considerable ex ­ 
citement! 


The water pageant is the Poco 
hantas story , so every body will be 
wearing feathers. Dwight 
S t e e l 
provided the feathers. 


The general public is invited to 
see the water pageant A carry in 
i picnic supper will follow. 


WRITERS’ FIELD DVY — C.arden writers were guests of O. M. Scott aud Sons, Mary sville, recently . 
Here Elizabeth Jones, editor of Herald Garden Page and Mrs. Gene Hanson. Ridgewood Drive, talk with 
Margaret 4 <»«»n. editor of Rose Annual and the American Rose Magazine ami Jim Gurney who heads the 
rose division at Molts. Writers were given a conducted tour of the rose test gardens and the ex hibition 
rose beds. 


Old Fashioned Seed Saving 


Will Help Trim Budget 


I figure every thing ll straighten 
out when we get our first big rain. 


TREEHOUSE IN WHISLER — This well-constructed trpchouso is 
the work of Carl Justice who built it for his own four y oungsters in 
particular and their assorted friends in general. Peek ing out the 
windows are the Justice y oungsters — Ly nn, IO, who is glad, in a 
way , that school is starting tomorrow, but sorry , tim; Tim, 7; Jay , 
6; and Missy , 4. The big tree is a maple, well over 50 y ears old and 
a perfect place for an elevated house, 
(Statf Photo) 


for five or six y oungsters. It is 
now 
furnished 
with 
a 
small 
card table, chairs and a stool. 
Car! Justice has no idea how old 
the maple tree is. But it is an ex ­ 
ceedingly big one. Known as a 
soft maple, it is the sort of tree 
that is frequently damaged (hiring 


storms. This one seems to have 
survived. 
So school isn’t look ing too entic­ 
ing to the three Justices w'ho are 
of school 
age. 
There’s just too 
much going 
on a1 home. 
W 
• 
CARL JUSTICE, however, not 
content with building a teeter tot­ 
ter for his own k ids, is refinishing 
the Saltcreek School Teeter totter 
boards 
and 
planing 
down 
and 
painting the swing scats for the ’ 
school. 
Perhaps 
the 
treehouse 
w i l l 
prove even more enl icing when the 
Justices come home from school i 
in the afternoon than it does even 
now. 
Any way , Cd say that not since 
the Mr. 
and 
Mrs. 
Robinson 
in 
“Swiss Family Robinson” took to 
treehouses on their island, has 
there been such a fine model as 
that of the .Justice k ids in Whisler. 


Try Sowing 
Hardy Annuals 


Many of the stores are still dis­ 
play ing seeds. 
Before it is bio late, visit the 
seed merchants with an ey e to 
autumn seed sowing. 
Look the 
seed rack s over 
and purchase 
hardy annuals that may he sown 
this fall. 
* l°wers lik e lark spur and 
an- 
One of her plants this vear 
is thrive in warm, moist weather, nual Poppies, if sown in late fall. 
1 
. . 
. 
'will get an earlier start and he 
blooming in late May . 
The c old 
weather 
will 
not 
injure 
these 
seeds. 
If y ou are wondering just what 
seeds to purchase for fall cowing, 
go over in y our mind 
which of 
y our annuals self sows with volun­ 
teer plants in the spring. 


Test Gardens 
Show Much 


Helpful Hints Offered 
By Scott Ex perts 


When the garden writers toured 
the rose test gardens at O M Scott 
mav ne useu aim inc 
planted in the stubby within five and Sons. Mary sville, they learned 


Seed saving from one y ear 
to 
the nex t used to bo a very com 
mon practice 
With the advent of 


Mrs Kelson Rower has had luck 
saving fantasy zinnia seeds 
She 
saved them from red pompon /in- 
new hy brids, 
this cozy mas, however, and they did 


The Robert Jones family on the 
Tarlton Pik e completely did over 
the front y ard It was plowed and 
harrowed and reseeded. Tile k ids 
gathered 
s t o n e s that were up­ 
turned in the plowing. Quite a 
task . 


lf a lawn is a complete failure, 
all weeds and wild grass. Erase 
may he used and the 
new 
seed 


day s. If y our lawn is smooth, do 
it this way . 


Give Sun Flower 


Seeds Try; Growers 


Say They Are Good 


Mrs. 
Charles 
Brown, 
305 
W. 
Mound St . raises sunflowers 


Bring House 


Plants Inside 


This Month 


Destroy Weak Ones 
That No Longer Give 
Decorative Effect 


Vacation time for house plants, 
lik e for humans, is over in most 
sections of the United States right 
after Labor Day . 
The Society of American Flor­ 
ists suggests that 
potted 
biune 
plants 
be 
brought 
indoors 
at 
least several week s before arti­ 
ficial heat is turned on in homes. 
This will e n a b l e plants to ad­ 
apt themselves to indoor living 
conditions 
without 
the 
addition­ 
al discomfort 
of 
enduring 
hot, 
dry air of heated homes. 
The Society ex plains that plants 


When I ask people I meet what’s 
blooming in 
their 
gardens 
they 
say "Petunias” . 


And they need not he apologetic. 
Heat and lack of moisture 
have 
done a good job. 


all sorts of things. 
T he y learned, f o r instance, 
that last winter was the worst in 
history on roses. So if y our roses 
pulled through ihank y our luck y 
stars. 
Give y our roses winter protect 
ion. And db not get in too much of 
a hurry ' to uncover them. 
Many mulches are good. Use 
the 
\i1 
v 
r n„ri st 
1 one which is cheapest in y our own 
Mrs 
Ed Wallace. A* 
v min av., 
* 
-\ 
I 
ll 
„ 
anrt m ses locality . 
Ground 
corncobs, 
un 
wrn. mtuhlV’ltne last month 
N o w j Mutedly , would bo line rn Pick .- 
its her mangolds, 


Mrs Ed Helwagen confides that 
her husband is a fine grass man. 
but she docs not trust him in tne 
flowers. 


Mrs 
Donald Watt 
has 
had 
a 
border of vanagated hosta, a most 


way County 
• • • 


PLASTIC flak es of different co 
lors k ept the ground cooler and the 
space 
above 
the ground 
hotter 
than any other mulch. It was ex ­ 
pensive. hut pretty . 
Bob West, mechanical research 
man, 
gave 
a 
demonstration on 
effective 
plant with green leaves spray ing roses 
A bush may 
he 
edited in white. This y ear 
many completely covered with dost 
rn 
of the plants are all preen. She is five seconds time, That is with his 
no! sure what is 
c a u s i n g the particular hand spray equipment 
change. 


Mrs. Charles Mootz, Frank fort, 
has 
vanagated 
live 
- 
forever. 
Whenever a branch appears that 
is pure green she pulls it off. In 
this way she has k ept her vari- 
agated variety for a good 
many 
y ears. 


Mrs 
Reginald Blue. 
Frank fort, 
participated in the 
Ross County 
Fair. She ex hibited tuberous root­ 
ed begonias. 


fopped with four big sunfk » wers. such as that outdoors in summer. 
According to Mrs. Brown it is 
a If they are not moved indoors un­ 
regular bouquet im top 
of 
the til late fall, when the 
w e a t he r 
plant. .She has promised to tak e turns cold and homes are artificial 
a picture of it. 
ly heated, the abrupt change in 
Ordinarily sunflowers have one their mode of 
l i vi n g most lik e- 
giant b l o s s o m and any 
other ly will harm them, SAF say s. 
blooms are more or less subsid­ 
ia r y in Mrs. Browns ex perience. 
Mrs. Brown say s that she saves 
sunflower seeds and roasts them 
lik e peanuts and that they are just 
“ real 
good’ 
to 
eat. 
She 
dries 
them, roasts them in the oven and 


Tile Society provided these sug­ 
gestions: 


BEFORE bringing 
p l a n t s In 
doors, they should be spray ed with 
an insecticide to rid them of any 
insect pests Tile outsides of all 
aller the outer shell is removed, 


w e l l 
are a 


eats the tasty k ernel. 


IT’S SORT of lik e eating pea­ 
nuts. To remove the outer 
s he l l 
just crack with y our teeth. 
Mrs. BrowTi say s this is an old 
fashioned "goody ” and that past 
generations o f t e n enjoy ed tlie.ve 
aunflow'pr delicacies. 
So if y ou’ve been raising 
sun­ 
flower seeds for the redbirds, just 
an itch a few for y ourself. After all 
I understand that pumpk in weds forJll,vr because cf ill health 
, - 
. 
f b n l l 
f l i t A / f 
1 
P f i O A C A r 
C l i f f 1**1*) 


should be cleaned by scrub­ 
bing them with a brush and water. 
The Lop soil of plants still active­ 
ly 
growing 
should 
he 
removed 
down to the roots, and replaced 
with a 
m i x t u r e of two-thirds 
garden soil. one third thoroughly 
rotted manure and bonemeal, at 
the rate at one teaspoonful to each 
six inch pol 
At moving tune. discard those 
"weak -sister” plants no longer de- 
!f 


POPPIES, 
lark spur, R e 
Ireland, collinsia or 
Blue 
Mary and com flowers as 
as cleome or spider plant 
few of these hardy annuals. 
It will pay to get out y our spring 
seed catalogues and order some 
pack ets of these old favorites 
if 
y ou cannot find them in the local 
ra cks. 


We ask ed Margaret Coon 
who 
edits the rose 
a n n u a l for the 
American Rose Society where to 
purchase rose jars for the pot- 
| m>i t i . s that she gave recipes for in 
the 19H2 annual. There were sev­ 
eral ex cellent recipes. She agreed 
that 
rose jars 
are 
increasingly 
hard to come by —since potporri 
mak ing is a revived art. 


In the rose test gardens there 
were beds with no spray protec- ! 
Hon 
and 
no fertilization. There 
as- bittersweet 
w'ere other beds with no .spray ing 
p r o g r a m , 
but with 
complete 
fertilization It was most dramatic 
to see how complete programs for 
spray ing and fertilization with so 
little effort can pay off when it 
comes to growing roses. 
Union County has a heavy clay 
soil. Ex hibition rose gardens had 
a 
drainage 
sy stem. The Test 
rose gardens dirt not. 
According to Jim Gurney , who 
heads the rose division, a drainage 
sy stem, at least in Union County , 
is a rose “ must” . 


so many 
custom has almost been lost 
Annual seeds may be quite an 
item 
in tile gardener’s 
budget. 
So why not try saving a few of 
y our favorites. 
We talk ed with several 
l on g 
time gardeners 
about seed sav­ 
ing. Most of them say to tak e the 
center or first flower of the plant. 
Ordinarily this will be the largest 
flower. 
Mark it with a string and allow 
it to almost dry on the* plant. Pick 
it before the color has 
entirely 
changed to brown. Dry on a news 
pa [HT a nd sto re 


Society Lists 
Tips To Make 
Flowers Last 


When y ou use mums or pompons 
for flower arrangements, 
break 
their 
stems 
instead 
of 
cutting 
them, say s the Society of Ameri­ 
can Florists This helps absorb wa 
ter and k eeps blooms fresh. 
Tritom a or red hot 
[Hiker is be­ 
ing featured by many florists in 
September. To mak e them 
last 
longer, cut their stems with a 
s ha r p k nife diagonally across. 
This facilitates water absorption. 
Florists will 
be using 
flowers 
with autumn colors come Sc [item- 
for mums, tritom- 
love apples and 
Japanese lanterns 
To prolong the life of flowers, 
SAH" has a good rule. Place stems 
in a container of warm water and 
add a commercial flower preserv­ 
ative. 


not 
come true to color 


MBS. BOWER 
k ept hor seeds 
over the winter in 
an 
unheated 
nuthouse 
They were uncffccted 
by the cold. 
Mrs. Bower does 
not 
mak e 
a 
practice of seed saving. She say s 
the y oungsters alway s come in the 
spring with seed pack ets they are 
selling for the school So she buy s 
her seeds from them for the most 
part. 
Mrs Bower uses columbine seed 
from her own plants very consist­ 
ently . Then she plants in a cold 
frame and winters over. 
Miss I .id a Frey , whose garden 
is famous in this locality , sass 
she 
does 
not 
bother 
to 
save 
seeds at all. She buy s fresh ones 
each spring. 
Mrs. Turney Pontius often tak es 
the trouble to dry seeds arid store 
them in paper sack s. She mark s 
the center flower and uses seeds 
from it 
Mrs, Ed Wallace is going to try 
saving marigold seeds this 
y ear. 
Her 
mangohis have been fabu 
Urns. She is an old hand at seed 


saving She, too. mark s the center 
flower. 
rn * 
MBS. Kd Helwagen 
lias heard 
that Climax marigolds come true 
to size and color if the 
seed 
is 
saved So she s try ing it this y ear 
She also is saving some seed trom 
centaurea, Americana 
which she 
savs is a lovely flower. 
Mrs. Shelby Teegardin mak es a 
practice of saving seeds She too 
mark s the center 
blossom which 
she sacs is often the laigest 


Special. . . 
Friday All Day 


ALL IST FISH 


(F resh Perch) 
You Can Eat 


Served with 
Green Beans 
and Macaroni 
Salad 
6 9 
COURT-MAIN 
RESTAURANT 
“ O n the C o r n e r 
iii K oiiiid tovvn” 


SIOCK-UP FOR THE LONG WEEKEND 


S H O P . . 
I o 
I 


Thursda y ........... 0 to ll IKroger I 


Frida y 
............. 9 to 9 I 
I J 


Sa turda y ........... 9 to 9 I I V E 
B E T T E R 
P O R l E G ' l 


Higher speed limits on IOO up 
state New York highway s have re- 
- 
i 
i 
. 
duced by more than half the num- vf ? 4* 4* + + 
db 4* 4* 4* 4* 4* 4* 4* 4* 4* 4* 4* 4* 4* 
V 4* 
HH T 
ber of motorists travelling at die- 
* 
■* 
gal speeds. On one road w he r e 
the limit 
w as raised from 35 to 
45 miles an hour, the speed at 
which a majority drove actually 
declined 


Pauline Hanson suggested using 
apothecary jars which are easy to 
fine and inex pensive. 


Jim Gurney of the 
Scott firm 
look ed a little wistfully at a plant­ 
ing of Spartan roses and said, “ To 
think Spartan never won an All- 


are considered 
mighty 
good 
aome parti of the country 
rn 


Use The 
Classifieds 


They faded to recover sufficiently 
during 
their 
vacation 
outdoors, 
they are not lik ely to improve in­ 
doors 
Retained plants should be 
p l a c e d near windows, at sunny 
or shady locations they prefer, arid 
be givin routine care during the 
winter months. 


OUR REPAIR SPECIALTIES 
• Automatic Transmissions 
• Brake Jobs 
• Tune-ups 


GREASE JOB 
o nly SI .OO 


R em em ber! All o f o ur g a ra g e wo rk is being do ne 
a 1 o ur new lo ca tio n . . . 
FAUSNAUGH’S SINCLAIR 
SERVICE STATION 
At th* Co rner o f 5 6 a nd King sto n Pike 


We Can Compound 


Any Prescription 


From Any Doctor at 


Savings You Never Knew 


Existed. Stop in Today 


LAYAWAY 


The Fill crop of Hush Puppies is ready for harvest. Colorful, light weight 
casuals for little girls, bigger girls and grown up girls. Durable, water- 
repellent, dot shak ing casuals for father and son. Cushion crepe sole, 
pigsk in casuals for the whole family ! You couldn t pick more comfortable, 
■tore sty lish casuals than Hush Puppies (and that s no corn)! Chuk k a 
boot shown unlined, Also, new stifling lined sty le now available for 


the entire family . 


Xiii** far Bov* and Girl*’ 
$6.99 to $8.99 


Bise* for Men a nd Wo men 
$8.99 to $10.99 


Hush 
Pu p p ies' 
■ 
i * * • • 


M C A R N *' eidSM lO PIOfTtn * 


CASHA! SHOtS iv 


New 
Fall and Winter 
COATS 


One of a Kind 
Samples 


Compare al 
$29.99 to $34.50 


Special at Only 


$ 


Pay Cash and 
Pay Less! 


jS 
\ 


BLOCKS 


CIRCLEVILLE * B E T T E R SHOES 
Open Fri. and Sat. Till 9 


+ 
For Your Shopping Convenience 
+ Open friday Till 9 — Saturday Till 8 
X 
I flllft’C DEPT. 
% 
♦ 
IM H U 0 STORE 
J 


Old Maple in Justice Yard 
Q A R D E N 
Has Story-Book Treehouse 


By MRS. ELIZABETH JONES 
Ark a crazy question 
and yon 
know what kind of answer you set. 
So don't ask the Justice children in 
W haler if they are glad school is 
' tarting After all why should they 
be? 
The Justice kids have a big 
yard, lots of Whisler playmates, 
a dad who is handy with tools 
and an enormous maple tree. 
They have a new teeter-totter, 
slin g s, backboard for basketball 
practice 
and 
climaxing 
every­ 
thing, 
a 
beautifully 
constructed 
treehouse in their big old maple. 
In the first place neither Lynn, 
IO. Tim. 7, Jay, 6 or Missy, 4. 
could resist climbing in the maple 
tree. They also seemed to get a 
hang wit of mounting the top of 
the garage and balancing them ­ 
selves along the roof peak. To the 
concern of neighbors! 
• 
• • 
TIII 
MAPLE tree which m eas­ 
l e s 25 feet in circumference was 
a great location for a treehouse. 
Carl Justice father of the tribe, 
built a platform first. Tim fell off 
and cracked his head — so tree 
house operations were called to a 
halt The big maple was forbidden 
territory. That, I understand, was 
when the J u s t i c e kids took to 
balancing on the garage roof. 
So Carl and Mary Ann Justice 
re n d e d on a real treehouse with 
walls. And th a t’s what it is 
Two 
ladders are securely fastened to 
the enormous old tree trunk. One 
goes to the first crotch in the tree, 
fix oilier ladder leads to the trap ­ 
door. 
The treehouse is easily reached. 
The garden editor was invited to 
m ount the ladders and inspect it. 
After the trapdoor was closed the 
elevated hideaway was as safe as 
one's own livingroom. 
There are windows on all four 
vdcs. Later Carl 
Justice 
may 
make window panes of “ Mylar”. 
Right now 
the kids enjoy the 
fresh air and the outlook on ail ’ 
four sides. 
To the east one may even get a 
glimpse 
of the Hocking County 
Hills. 
When the garden editor asked 
what the treehouse was used for, 
the boys said “ for fightin ” and 
the girls said. “ to play house in”. 
* 
* 
* 
MUTUALLY, according to Mrs. 
Justice, the boys use it as a club­ 
house. And the girls play house 
and school there. 
When the girls had a session of 
4 house” they left a toy refrigerat­ 
or and a toy stove. They also had i 
plans for fram ing the view with 1 
filmy window curtains, the boys , 
scorned the curtain idea. 
This 
was 
w'hen 
m ost of 
the I 
“ fightin” occurred, Mrs. Justice i 
w as able to induce both sides to I 
com prom ise. The young hom em ak­ 
ers were to forego the curtains. 
W hen they were finished playing 
house they were to put the toy re ­ 
frigerator and stove in a corner 
and the boys promised to leave 
tilings that w'ay. 
The playhouse is large enough 
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Seed saving is a good idea for 
people who want large 
areas 
of 
flowers. 
Mrs 
H e r m a n Davis, 
Route I, Kingston, has a big plant 
mg of zinnias 
across 
from 
her 
house along the road 
She sa \es 
seed from year to year. 


Larky Huffman at Whisler has 
glorious zinnias in a large plant­ 
ing to one side of his house. They 
were saved seeds from last year's 
crop. 


America aw ard.” Spartan is one 
of his favorites. 


Seed packets are 
designed 
for 
garden 
rows, 
not 
for 
dram atic 
splashes of color, in large plant­ 
ings. 


Mrs. E m m itt Toole likes to dry 
corn. She has a special d ry er for 
the process which does not work 
on an electric stove. She wants to 
buy an oil stove just for parching 
com and cold packing vegetables. 


We are getting the 
m e a d o w ' 
dipped in readiness for the annual 
w ater pageant at our pond come 
Labor Day. 


This is the tim e 
of 
y ear 
for 
coasting — garden wise, that 
is. 
So take it easy. Lots of folks can ’t 
even water these days. 


< ountry wells are at an all sum ­ 
m er low. And Ervin LeLst is a s k - : 
mg city people to go easy on the 
water. 


My husband was clipping close 
to the w ater's edge and the tra c ­ 
tor mired down Considerable ex 
citement! 


WRITERS’ FIELD D W — Garden writers w’ere guests of O. M. Scott and Sons, Marysville, recently. 
Here Elizabeth Jones, editor of Herald Garden Page ami Mrs. Gene Hanson, Ridgewood Drive, (alk with 
Margaret toon, editor of Rose Annual and the American Rose Magazine and Jim Gurney who heads the 
rose division at Scotts. Writers were given a conducted tour of the rose test gardens and tile exhibition 
rose beds. 
The water pageant is the F’oeo- , 
hantas story, so everybody will br 
a 
l r " 
I • 
I C 
I C 
• 
providedS m S * s'" ' Old Fashioned Seed Saving 


The general public is invited to 
see the w ater pageant 
A carry-in 
picnic supper will follow. 
Will Help Trim Budget 


I figine everything ll straighten 
! out when we get our first big rain. 


TREEHOUSE IN WHISLER — This well-constructed treehouse is 
the work of Carl Justice who built it for his own four youngsters in 
particular and their assorted friends in general. Peeking out the 
windows are the Justice youngsters — Lynn, IO, who is glad, in a 
way, that school is starting tomorrow, hut sorry, P 
h i ; Tim. 7; Jay, 
6; and Alissy, 4. The big tree is a maple, well over 50 years-old and 
a perfect place for an elevated house. 
(Staff Photo) 


The Robert Jones family on the 
Tarlton Pike completely did over 
the front yard. It was plowed and 
harrowed and reseeded. The kids 
gathered s t o n e s that were up­ 
turned in the 
plowing. 
Quite 
a 
task. 


for five or six youngsters. It is 
now 
furnished 
with 
a 
small 
card table, chairs and a stool. 
Carl Justice has no idea how old 
the maple tree is. But it is an ex ­ 
ceedingly big one. Known as a 
soft maple, it is the sort of tree 
that is frequently dam aged during 


Bring House 


Plants Inside 


This Month 


Destroy W eak Ones 
That No Longer Give 
Decorative Effect 


storms. This one seem s to have 
survived. 
So school isn’t looking too entic­ 
ing to the three Justices w'ho are 
of school 
age. 
T here’s just 
too 
much going on at home. 
rn rn rn 


CARL JUSTICE, however, not 
content with building a teeter-tot­ 
ter for his own kids. is refinishing 
the Saltcreek School Teeter-totter 
boards 
and 
planing 
down 
and 
painting the swing seats for the 
school 
Perhaps 
the 
treehouse 
w i l l 
prove even more enticing when the 
Justices come home from school 
in the afternoon than it does even 
now'. 
; 
Anyway. I’d say that not since 
the 
Mr. 
and 
Mrs. 
Robinson 
in 
j “ Swiss Fam ily Robinson” took to 
treehouses on 
their island, 
has 
there been such a fine model as 
that of the .Justice kids in Whisler. 


lf a lawn is a complete failure, 
all we ed s and wild grass, Erase 
m ay he used and the 
new 
seed 
planted in the stubble within five! 
days, lf your lawn is smooth, do 
it tins way. 


When I ask people T m eet w hat’s 
blooming in 
their 
gardens 
they 
say “ P etunias” . 


And they need not bp apologetic. 
Heat and lack of moisture 
have 
done a good job. 


Mrs. Ed Wallace. N 
Court St., ! 
says her phlox, daylilies and roses 
were mighty fine last month. Now' 
its her m angolds. 


Mrs Ed lielwagen confides that 
her husband is a fine grass man. 
but she does not trust him in tne 
flowers. 


Give Sun Flower 


Seeds Try; Growers 


Say They Are Good 


Mrs. 
Charles 
Brown. 
305 
W. 
Mound St., raises sunflowers. 
One of ber plants this year is 
Dipped with four big sunflowers. 
According to Mrs. Brown it is a 
regular bouquet on top 
of 
the 
plant. She has promised to take 
a 
picture of 
it. 
Ordinarily sunflowers have 
one 
giant b l o s s o m and any 
other 
blooms are more or less subsid-! 
n ary in Mrs. Browns experience. 
Mrs. Brown says that she saves 
sunflower seeds and roasts 
them 
like peanuts and that they are just 
“ real 
good’ 
to 
eat. 
She 
dries 
them , roasts them in the oven and 
after the outer shell is removed,! 
eats the tasty kernel. 


IT ’S SORT of like eating pea-! 
nut*. To remove the outer s h e l l 
just crack with your teeth. 
Mrs. Brown says this is an old 
fashioned “ goody” and that past 
generations n f t p n enjoyed these 
•unflower delicacies. 
So if you’ve been 
raising 
sun-1 
flower seeds for the redbirds, just j 
snitch a few for yourself. After all 
I understand that pumpkin seeds 
• re considered 
mighty 
good 
rn 
som e parts of the country. 


Use The 
Classifieds 


Vacation time for house plants, 
like for humans, is over in most j 
sections of the United States right 
after Labor Day. 
The Society of American Flor­ 
ists suggests that 
potted 
house 
plants 
be 
brought 
indoors 
at 
least several weeks before arti­ 
ficial heat is turned on in homes. 
This will e n a b l e plants to ad­ 
apt 
themselves to indoor living 
conditions 
without 
the 
addition­ 
al discomfort 
of 
enduring 
hot, 
dry air of heated homes. 
The Society explains that plants 
thrive 
in warm, 
moist weather, 
such as that outdoors in summer.! 
lf they are not moved indoors un­ 
til late fall, when the w e a t h e r 
turns cold and homes are artificial- ; 
ly heated, the 
abrupt change 
in 
their mode of l i v i n g most like­ 
ly will harm them. SAE says. 
The Society provided these sug­ 
gestions: 
• 
• 
• 


BEFORE bringing p l a n t s In­ 
doors. they should be sprayed with 
an insecticide to rid them of any 
insect pests. The outsides of all 
pots should be cleaned by scrub­ 
bing them with a brush and water. 
The top soil of plants still active­ 
ly 
growing 
should 
he 
removed 
down to the roots, arid replaced 
with a 
m i x t u r e of two-thirds 
garden soil, one third thoroughly 
rotted manure and bonemeal, at 
the rate of one teaspoonful to each 
six inch pot 
At moving time, discard those 
“ weak sister” plants no longer d e ­ 
corative because of ill health. If 
they failed to recover sufficiently 
during 
their 
vacation 
outdoors, 
they are not likely to improve in­ 
doors 
Retained plants should hp 
p l a c e d near windows, at sunny 
or shady locations they prefer, arid 
be given routine care during the 
winter months. 


Try Sowing 


Hardy Annuals 


Many of the stores are still dis 
playing seeds. 
Before it is too late, visit the 
seed m erchants with an eye to 
autumn seed sowing. 
Look 
the 
seed racks over 
arid 
purchase 
hardy annual*- that m ay be sown 
this fall. 
Flowers like larkspur and 
an ­ 
nual poppies, if sown in late fall, 
will get an earlier start and he 
blooming in late May. 
The c old 
w eather 
will 
not 
injure 
these 
seeds. 
If you are wondering just what 
seeds to purchase for fall sowing, 
go over in 
your mind 
which 
of 
your annuals self sows with volun 
teer plants in the spring. 


POPPIES, 
larkspur. B e l l s of 
Ireland, collinsia or 
Blue 
eyed 
Mary and com flowers as w e l l 
as cleome or spider plant are a 
few of these hardy annuals. 
It will pay to get out your spring 
seed catalogues and 
order 
some 
packets of these old favorites 
if 
you cannot find them in the local 
racks. 


Mrs 
Donald Watt 
has 
had 
a 
border of variagated hosta, a most 
effective plant with green leaves 
edged in white. This 
year 
many 
of the plants are all green. She is 
not sure what is c a u s i n g the 
change. 


Mrs. Charles Mootz, Frankfort, 
has 
v an ag ated 
live 
- 
forever. 
Whenever a branch appears 
that 
is pure green she pulls it off. In 
this way she has kept her vari- j 
a gated variety for a good 
many 
years. 


Mrs 
Reginald Blue, 
Frankfort,: 
participated in the 
Ross 
County 
Fan 
She exhibited tuberous root-: 
| ed begonias. 


We asked M argaret 
Coon 
who 
edits the rose a n n u a l for the 
American Rose Society where to' 
purchase rose 
jars for the pot-1 
I porns that she gave recipes for in 
the 1962 annual. There were sev- 
■ oral excellent recipes. She agreed 
that 
rose jars 
are 
increasingly 
hard to come by—since potporri 
making is a revived art. 


Test Gardens 


Show Much 


Helpful Hints Offered 
By Scott Experts 


When the garden w riters toured 
the rose test gardens at O M Scott 
and Sons, Marysville, they learned 
all sorts of things. 
T h e y learned, f o r instance, 
that last winter was the worst in 
history on roses. So if your roses 
pulled through thank your lucky 
stars. 


Give your roses winter protect­ 
ion. And (to not get in too much of 
a hurry to uncover them . 
Many mulches are good. Use the 
one which is cheapest in your own 
locality. 
Ground 
corncobs, 
un 
boutedly, would be fine in Picka 
way County. 
• 
• 
• 


PLASTIC flakes of different co 
lors kept the ground cooler and the 
space 
above 
the 
ground 
hotter 
than any other mulch. It was ex­ 
pensive. but pretty. 
Bob West, m echanical research 
man, 
gave 
a 
dem onstration 
on 
spraying roses. A 
bush 
m ay 
be 
completely covered with dust in 
five seconds time. T hat is with his 
particular hand spray equipment. 
In the rose test 
gardens there 
w ere beds with no spray protec­ 
tion 
and 
no 
fertilization 
There 
w'ere other beds with no .spraying 
p r o g r a m , 
but 
with 
complete 
fertilization It was most dram atic 
to see how complete program s for 
.spraying and fertilization wnth so 
little effort can pay off when it 
com es to growing roses. 
Union County has a heavy clay 
soil. Exhibition rose gardens had 
a 
drainage 
system. 
The 
Test 
rose gardens dirt not. 
According to Jim Gurney, who 
heads the rose division, a drainage 
system , at least in Union County, 
is a rose “ m ust” . 


Seed saving from one 
year 
to 
the next used to be a very c o m ­ 
mon practice 
With lite advent of 
so m any new hybrids, 
this 
cozy 
custom has almost been lost. 
Annual seeds may be quite an 
item 
in 
the 
gardener’s 
budget. 
So why not try saving a few of 
your favorites. 
We talked with several 
l o n g . 
tim e g ardeners 
about 
seed 
sav-j 
mg. Most of them say to take the 
center or first flower of the plant. 
Ordinarily this will be the largest 
flower. 
M ark it wxth a string and allow 
it to almost dry on tho plant. Pick j 
it before the 
color 
has 
entirely 
changed to brown. Dry on a news­ 
paper and store. 


Society Lists 


Tips To Make 


Flowers Last 


When you use mums or pompons 
for 
flower 
arrangem ents, 
break 
their 
stem s 
instead 
of 
cutting 
them . says the Society of Ameri 
can Florists. This helps absorb w a­ 
ter and keeps blooms fresh 
Tritom a or red hot poker is be­ 
ing featured by many florists in 
Septem ber. 
To 
make them 
last 
longer, 
cut 
their 
steins with 
a 
s h a r p knife diagonally across. 
This facilitates w ater absorption. 
Florists will 
be 
using 
flowers 
with autum n colors come Septem ­ 
ber Be looking for m um s, tritom- 
as, bittersweet, 
love apples 
and 
Jap an ese lanterns. 
To prolong the life of flowers, 
SAI4- has a good rule. Place stem s 
in a container of warm w ater and 
add a com m ercial flower p reserv ­ 
ative. 


Higher speed limits on BMJ up 
state New York highways have re ­ 
duced by more than half the n u m ­ 
ber of motorists travelling at ille­ 
gal speeds On one road w h e r e 
the limit was raised from 35 to 
45 miles an hour, the 
speed 
at 
which a majority drove actually 
declined 


Mrs Kelson Rower has had luck 
saving fantasy zinnia seeds. She 
saved them from red pompon zin­ 
nias. however, and they did 
not 
come true to color 
* 
* 
• 


MRS. BOWER 
kept 
her seeds 
over the winter in 
an 
unheated 
n u th o u s e 
They were 
uneffected 
by the cold. 
Mrs. Bower does 
n<* 
make 
a 
practice of geed saving. She says 
the youngsters always come in the 
spring with seed packets they are 
selling for the school. So she buys 
her seeds from them for the most 
part. 
Mrs Rower uses columbine seed 
from her own plants very consist­ 
ently. Then she plants in a cold 
fram e and winters over. 
Miss Lida Frey, whose garden 
is famous in 
this locality, savs 
she 
does 
not 
bother 
to 
save 
seeds at all. She buys fresh ones 
each spring. 
Mrs. Turney Pontius often takes 
the trouble to dry seeds and store 
them in paper sacks. She m arks 
the center flower and uses seeds 
from it 
Mrs Ed Wallace is going to try 
saving m arigold seeds this 
year. 
Her m arigolds 
have 
been fabu 
lous. She is an old hand at seed 


saving She. too, m arks the center 
flower. 
rn rn 
MRS. Ed lielwagen 
has 
heard 
that Climax marigolds come true 
to size and color if the 
seed 
is 
saved So she’s trying it this year 
She also is saving som e seed trom 
centaurea, Americana 
which she 
says is a lovely flower 
Mrs, Shelby Teegardtn makes a 
practice of saving seeds. She too 
m arks the center 
blossom which 
she savs is often tlx* largest 


Special... 
Friday All Day 


ALL IH T FISH 


(Fresh P erch ) 
You Can Eat 


Served with 
Careen Beans 
and Macaroni 
Salad 69 


COURT-MAIN 
RESTAURANT 
‘‘O n t h e C o r n e r 
iii I t o u i i d t o w n " 


STOCK-UP FOR THE LONG WEEKEND 


S H O P .. 


Thursday 


Friday 


Saturday 


. . . 9 to J) 


, . , 9 to 9 


. . . 0 to » 


i T 
o 
a e 
r 


I V E 
B E T T E R (SO R 
LES*'* 


Pauline Hanson suggested using 
j apothecary jars which are easy hi 
fine and inexpensive. 


Jim Gurney of the 
Scott firm 
looked a little wistfully at a plant­ 
ing of Spartan roses and said, “ To 
1 think Spartan never won an All 


OUR REPAIR SPECIALTIES 
• Automatic Transmissions 
• Brake Jobs 
• Tune-ups 


GREASE J O B . . . . . . . . . . . . . . $1,00 


R em em ber! All of our garage work is bein# done 
at our new location . . . 


FAUSNAUGHT SINCLAIR 
SERVICE STATION 
At tha Corner of 56 and Kingston Pike 


We Can Compound 


Any Prescription 


From Any Doctor at 


Savings You Never Knew 


Existed. Stop in Today 


I ' PRESCRIPTION DRUG STORE 
/ 


SHUCKS, 


— 
■ 
YOU CAN’T BEAT 


T l l i i S h P u p p i e s 


FOR STYLE AND 


r 
n 


The f ill crop of Hush Puppies is ready for harvest. Colorful, light-weight 


casuals for little girls, bigger girls and grown up girls. Durable, water- 


repellent, dirt shaking casuals for father and son. Cushion crepe sole, 


pigskin casuals for the whole family! You couldn t pick more comfortable, 


■tore stylish casuals than Hush Puppies (and thats no corn)! Chukka 


boot shown unlined. Also, new shirting lined style now available for 


the entire femdy. 


Xizew for Bove’ end Girl*’ 
$6.99 to $8.99 


Bize* for M en and Women 
$8.99 to $10.99 


Hush 
Puppies 
* 
I I I I I 
MLATH V Pt/SH{0 HOSKIN • 
CAMIA! M40IS BV WOtVfPiNr 
BLOCKS 
C IR C L E V IL L E ^ B E T T E R SHOES 
Open Fri. and Sat. Till 9 
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New 
Fall and Winter 
COATS 


One of a Kind 
Samples 


Compare at 
$29.99 to $34.50 


Special at Only 
>20 


Pay Cash and 
Pay Less! 


+ 
For Your Shopping Convenience 
J Open Friday Till 9 — Saturday Till 8 
I KING’S K | 
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By TH E A SSO C IA TED P R E S S 
Facts 
about 
what 
goes on 
in 
Cuba arc* hard to comp by thew 
day*. 
An important factor is thai Hi p 
press in Cuba is fully controlled 
by the Fidel Castro regime Every 


newsman working for a Cuban pa 
per knows what In' must and must 
not write 
The result is a sterile 
press 
thai 
usually 
throws 
little 
light on what goes on. 
Even so. statements in Havana 
newspapers often provide indica 


Views on Television- Radio 


GUERRILLA TAKI— South Viet Nam soldier* question Vici Cong guerrillas captured on th* 
C amau Peninsula in th* biggest drive so far, against Communist strongholds 
in 
th* 
swampy Mekong River della. Som* 4,000 South Viet Nam troops ara participating. 


PE O P LE 
In the News 


By TH E 
\SSO< I A TED P R E S S ! 


Prof. 
Leonid Sedov, a 
leading 
Russian space .scientist, said the 
first 
landing 
of a 
man on 
the , 
moon probably is more than five 
years 
away. 
He 
said 
in 
Tokyo 
there 
are 
many 
difficulties 
in 
making such a landing, including 
the 
moon s 
lack ot oxygen, ex 
tic me ranges in temperature and 
the problem <>l getting hack from 
the Moon to the Earth. 
Halyard Lange, foreign minister 
of Norway, has accepted an invi 
I ption to visit 
Israel early 
next 
year. The invitation was extended 
by Israeli Prim e Minister David 
Ben (iurion. who has been holding 
political 
talks 
with 
Norwegian 
leaders. 
Ew a me Nk rn mali, president of 
(Jnana, has announced preventive 
detention orders against his for­ 
eign minister, Ins information min­ 
ister and the executive secretary 
of his ruling Convention People’s 
Party. 


Trio Is Indicted 
In New Ag Probe 


W ASH IN G TO N 
(A P )—The 
Jus 
Lice Department has announced the i 
indictment 
of 
three 
men. 
i i i 
eluding 
tw'o 
former 
Agriculture 
Department employes, on bribery 
and conspiracy charges involving 
fraudulent transfer of federal rice 
acreage allotments. 
Atty 
Gen 
Robert 
F 
Kennedy 
said 
tine 
indictments 
were 
re­ 
turned by a federal grand jury in 
Houston, Tex., as a result of an 
investigation started by the Agri­ 
culture Department 
and pursued 
by the F B I 
Kennedy said the separate in 
dictmentf 
named 
these 
defend 
ants: 
David C. Stephens, former of 


These School Kids 


Play Up on Roof 


A R TE S IA , 
N M 
(A P ) — When 
the 460 atomic age youngsters at 
Aln) elementary school take a re 
cess, they play on the roof 
(Masses started Tuesday at the 
nation s only underground school 
The only danger in playing on 
the 
roof are 
the 
usual 
skinned 
knees, bumped forehead* and rut 
thumbs. M'he 
roof is at 
ground 
level. 
Two 
basketball 
courts, 
hop- 
rrotch lanes and benches dot the 
21 inch concrete slab playground 
The 
IM 
air conditioned 
class 
rooms, 
13 feet-9-inches below the 
surface, 
will 
double 
as 
fallout 
shelter. 


Want Ads 
PH. GR 4-3131 


Flight Union 


Given Loan 


By Teamsters 


H A M PSTEA D . N II 
(A P I- Ron 
Bro wn , president 
of 
the 
Flight 


Engineers 
International 
Assoria 


tion, said today his union has ob 
tamed financial sup|R)rt from the 
Teamsters Union in its continuing 
strike against Eastern Air Lines. 


Brown 
declined 
to confirm 
a 
Washington rc|>ort that a loan of 
$100,000 had been made 
after 
a 
meeting with Teamster* President 
Jam es Hoffa. 
“ We have gotten a loan from 
the Teamsters but I have no com­ 
ment as to the amount," Brown 
said today. 
He said he could not 
go into 
further details at this time. 


The teamsters were ousted from 
the A F L CIO in 1957 on corrup­ 
tion charge*. 
Eastern w’as struck by the flight 
engineers on June 23, capping a 
dispute over whether engineers or 
pilots would be given preference 
job when jet crews are reduced 
from four to three men 


flee manager of the Agriculture 
Stabilization 
and 
Conservation 
Services - ASCS — in Brazoria 
County, Tex 
Tacitus 
C. 
ThomhiU, 
former 
ASCS office 
manager in 
W aller 
County, Tex 
Laurence G. 
Newman of Lake 
Jackson, Tex. 
Kennedy 
said 
Stephens 
was 
fired by the Agriculture Depart­ 
ment June, 12 and Thornhill Ju ly 
19 
'The government accused the de 
fondants of representing to rice 
grower* that 
nee 
acreage allot 
menus were available for transfer 
and 
that 
a 
transfer 
would 
be 
made when one of Die three re­ 
ceived certain sums of money, 
i 


The 
men 
accepted 
payments 
from 
buyers, 
the 
government 
charged, and told them an allot­ 
ment had been transferred when 
there really wa* no legal transfer. 
Stephens. 46, was charged in *ix 
counts of offering $11,000 in bribes 
to— other employes of the service, 
and 
was 
charged 
in 
14 
counts 
with receiving $20,905 in bribes. 


Stephens was also charged with 
conspiring lo defraud the govern­ 
ment 
and making a 
false state­ 
ment in a government report. 


Tile grand jury charged Thorn­ 
hill, 66, on nine counts of accept 
mg billies totaling $29,385 and on 
one count of conspiracy to defraud 
the government. 
Kennedy aalii Newman, 35. was 
accused of conspiring to defraud 
the government. He was identified 
as 
not 
a 
government 
employe, 
but an individual who posed as a 
farm er willing to sell his allot 
ments. 


By C Y N TH IA LO W R Y 
A P Tclevision-Radio W riter 


H O LLYW O O D (A P ) 
In a tele 
vision season which, although it j 
haxn t even started 
is marked by 
a paucity of new, fresh ideas, one 
hour long 
show 
scorns 
to 
be 
a 
standout; “ It s A Man s World 
M’he word is thai maybe trie pub- i 
lie will like it and maybe it won t, 
but at least it will react to this 
NBC series about lour young men 
living on a houseboat in a Mid 
west college town 
Lest one jirnps to the conclu­ 
sion this is a rev. switch on old 
piivate-eye “ Surfside 
Six," 
cast 
lull eye on creator Peter Tewks 
bury s ambitious description of his 
latest “ permanent character an 
thology" la television esc term in 
vented to cover everything from 
“ Ben C asey" to "Sam Benedict ’ ). 
“ W e’re trying to get something 
that falls among J 
D 
Salinger. 
Thornton Wilder and Maxwell An 
derson, ’ said the youthful-looking 


Weekly 
Food Review 


FAWNY BUSINESS 
Felicia Calli, 2. daughter of . amp direc­ 
tor Albert Calli, get* a wet gum from HambL a PC f*‘An 
Us- Flu ter bawl Camp tot handicapped children near Denver. 


Top Cleveland 


Teamsters 


Get Fat Pay 


C L E V E L A N D (A P I — Report* 
filed with the Department of La- 
i hor show 
that 
three top Team ­ 
sters 
Union 
officials 
here 
re 
I caved 
more 
than 
$107,000 
last 
i year in salaries ami expenses 


The reports filed Tuesday put 
the 
salary 
of 
W illiam 
Presser. 
I president 
of 
Teamsters 
Joint 
Council 41. at $32,690 and said he 
I received 
$1,000 
in expense*. 
N. I 
' Louis (R hIi c i T rise aru, vice pros- ! 
I ident of the council ami head of 
I /veal 436, received $43,280 in sal 
aries and $2,493 in expenses and 
J allowances 
John J 
Felice, pres- 


I idem of Teamsters laical 293 and j 
J a member of the council s execu- j 
I five board, received $24,420 in sal- | 
I ary and $3,658 in expenses 


i 
The 
reports, 
filed 
under 
the 
I Landrum - Griffin Law, gave re 
I ceipts of Joint Council 41 as $435,- 
i 048 and disbursements as $426,412. 
, including $128,707 for salaries. Of 
I the receipts, $97,955 came from 
I investments 


W orkm an Is Crushed 


M ID D LETO W N , 
Ohio 
(A P ) — 
I Elm er L Steffey, 50, of Hamilton 
' wa* 
crushed 
lo 
death 
between 
i two 
coils 
of 
steel 
in 
the east 
I processing 
plant 
of 
th* 
Armco 
Steel Corp. 
Wednesday. 


Governor Calls 


For Stiffer 


Road Patrol 


C O LU M BU S, 
Ohio 
(A P )—Gov. 
Michael VC DiSalle called today 
for a Highway Patrol crackdown 
on 
law violators over the 
long 
Labor Day holiday weekend 
Mile governor coupled his direc­ 
tive with a pica for a boost in 
patrol strength from the 
present 
800 to 1.200 lo obtain better 
en 
foreement 
DiSalle instructed highway safe 
to report on the possibility of add­ 
ing 400 patrolmen, IOO in each of 
the next four years and to esti­ 
mate the cost 
M’he governor also 
requested a personnel department 
study on patrol salaries 
The 
governor 
cited 
the 
Ohio 
Turnpike safety record as an ex­ 
ample of what good enforcement 
can do. The patrol provides 76- 
offtcers to 
police the Turnpike. 
They are in addition to the regu­ 
lar state force. 


Greenfield Farmer 
Gets Postmaster Nod 
G R E E N F IE L D , 
Ohio 
(A P ) — 
Tile 
Highland 
C o ii n t y 
Demo 
c ritic 
executive 
group 
Wednes­ 
day 
endorsed 
John D. 
McCray, 
a farm er, for permanent appoint 
inent as Greenfield postmaster. 
M cCray was the third man on 
the list of thr-’e eligibles certified 
by the U.S. Civil Service Com­ 
mission 
to the 
Post 
Office 
De 
partment Aug 
17. behind J. D 
Bean, a Ross County firm er, and 
i Frank Wilkin, assistant 
postmas­ 
ter. 


Cincinnati Escapee 
Nabbed Pointing House 
I 
C IN C IN N A TI ( A D - 
Raymond 


I Light Shepherd. 37, who escaped 
from Oxford State 
Penal Honor 
Farm Aug. 12. was hack in cu* 
I stody 
tdav. 
Police 
apprehended 
him 
as 
he 
painted 
a 
house 
in 
residential Price Hill Wednesday 
Shepherd was sentenced in (Mn 
nnnati in 1959 to a I 25 year term 
for strong arni robbery. Ile was 
raptured here Tuesday night only 
to flee the police cruiser carrying 
h rn and run into a wood* despite 
police gunfire. 


By TH E ASSO C IA TED 
P R E S S 


Few 
main course 
foods 
are 
more uniformly abundant through 
out the nation this week than tur 
keys 
The Department of Agriculture 
reports the big bird is featured 
at Northwestern m e a t counters, j 
att actively 
priced 
in the South | 
east and low’ priced in the South 
west. 
In other areas it is also 
abundant. 
One 
large 
chain 
is 
featuring 
turkey in its New York outlets ! 
at 39 cents a pound 
for 
4-to-14 
pound birds, and 33 cents a pound 
for heavier weights 
Accompanying 
turkey on 
the 
specials counters in the Northeast 
are smoked hams, f r y e r s and 
broilers. 
In the Southeast, ground beef 
is 
reported 
to 
be 
attractively 
priced, as are broilers 
and 
fry ­ 
ers. 
Round, sirloin and Porterhouse 
steak* are featued in some Chi 
cago markets. 
Fresh pork, spareribs 
and 
b a­ 
con are 
slightly 
lower 
in some 
Western markets and some beef 
cuts are low’er in the Los Angeles 
area. 
In several areas red meats are 
slightly 
higher. 
Rib 
roasts 
and 
ovenready 
roasts 
are quoted 
8 
cents a 
pound higher than last 
week at New York outlets of a 
national cham. 
On the produce counter, green 
beans, 
cabbage, 
odary, 
co m ,; 
eggplant, lettuce, onions, peppers 
potatoes radishes, squash 
Tile 
most 
plentiful 
fruits 
are 
apples grapes, pears, plums and 
melons. 


Health Insurance 


Percentages Given 


I 
N E W Y O R K ( A P ) —In 31 states 
more than 
two - thirds of the 
populations 
are 
protected 
by 
some form of voluntary health in­ 
surance. the Health Insurance In­ 
stitute reported today 
New York State— with a cover­ 
age figure of 90 7 per cent based 
on more than 15 5 million insured 
residents— led all 50 states in cov­ 
erage at the end of 1961, the re 
port aa id. 
New 
York 
was 
followed 
by 
Rhode Island, 87 8 per cent; Penn 
S y l v a n i a . 87.7; Ohio, 85 0. Connec­ 
ticut. 84 0. and 
Illinois. 289. the 
Institute said 


producer, “ an i to give it an ’Our 
Mown' 
feeling—maybe 
its 
even 
avang garde hut we hope nobody 
:n the audience knows it.’’ 
Tewksbury was director of th »se 
durable 
“ F a th e r 
Knows 
Bes; 
shows, and moved along to create 
produce 
and dnect, “My Thiec 
Sons." 


M’he reason the four boys, rang 
ing in age from 14 to 22. live on 
a houseboat. Tewksbury said, is 
to “ get them 
way from authori­ 
tarian figures like parents " 
The series had its genesis on 
the 
back 
lot of the big 
Revue 
Studios. 
Tewksbury 
had 
been 
signed for a seres and went out 
to see what kind of backgrounds 
were available 
He found one he 
liked: a small town set. with a 
tree shaded square, a court hour 
plus a nearby lake. 
Then he set off on a cross coon 
try 
bus 
ride 
during 
which 
h° 
looked over the Middle West conn 
J tiyside and talked to “ people who 
ride buses ’ He found, in Mariet­ 
ta, Ohio, the pretty little college 
town he wanted to make home 
has* 
for 
hts 
quartet 
Exteriors 
have been shot there, particularly 
i al Marietta College 
C BS has hired Robert Earle for 
Allen Ludden’s old “ College Bow l" 
I moderating chores, starting Sept. 
23 He has been teaching in Ithaca 
College and has had some experi 
I < nee in local commercial and edu­ 
cational television. 
Jack 
Clark, who filled 
in for 
Ludden during his recent holiday 
from “ Password." looked as if he 
had studied the Ludden technique 
li ng and hard—he imitated it per 
fectly even 
to his 
arms akimbo 
manner of passing out the words 
to players 


lions of basic situations existing 
in such problems as housing and 
the food supply, and I S 
report 
cis can follow up these leads to 
some extent 
The nu rn ber of such reporters 
is strictly limited The Associated 
f’ipsx. for example, has only one 
non Cuban 
reporter 
working 
in 
Cuba 
Applications for 
visas 
to 
send in utilei reporter* are turned 
down or ignored 
Onl.v a token number of visiting 
correspondents are allowed each 
month—usually one or two 
Most 
of these represent newspapers or 
radio and television networks 
The correspondents able to work 
( uba find most official doors 
in 
closed 
to 
them 
When they 
do 
have news to report, they often 
cannot get it out of Havana I»ng 
distance calls arc frequently nit 
off with the explanation. * I'm sor 
ry, sir. the New York party hung 
up ’ 
Cables 
often 
disappear 
if 
they displease a supervisor check 
mg 
all 
incoming 
and 
outgoing 
messages at the telegraph office 
Wording is sometimes changed in 
cables that clear Havana 


An exception to Hies* circum 
stances arises when the govern 


Mariner 2's 


Next Move Is 


Under Study 


mon! wants to exploit some kind of 


news 


Desite 
the 
Cuban 
censorship, 


many of the trends of the Castro 


regime have been fully reported 


lo tin outside world Some of the 
facts come out of diplomatic re 
ports 
which arc not subject 
lo 
scrutiny before transmission 
The 
thousands 
of 
refugees 
leaving 
Cuba also provide much inform* 
tion 
Bul often tins is colored by 
wishful thinking, so it 
must he 
w eighed < a refully. 


Logan Elm 


School Menu 


Fisht 


ad 


Fro! 
luce, 
Peas 
Halves 
Se p it-rn b i* i ii 
N 
Se p ie m be I 
I 
M ustard 
CaI auf 
Corn, Mixed Frui 
S e p te m b e r 5 
Haute 
C de Sin' 
Bi end and But’* r 
Sept em be i 
ti 
St i e r o ta - h , C o t! ,« 
H 
M ilk . 


Ber - 
in aloe 
Milk 


Hamburger 
Pickle 
Cookie M 
-p u g h e tti 
f'ea< h 
M ilk 


JIH' 


Facts about Cuba Hard To Uncover 


Public Works 
Bill Passed 


$900 M illion OKd 
To P ip Up Economy 


WASHINGTON (A P )— Bv 
voice 
vote, th* House passed Wednes­ 
day a key to President Kennedy * 
economic program, a $900 million 
emergency public works bill 
The member* shouted approval 
of the bill atter boating hack 221 
to 192 a 
Republican attempt to 
scuttle the hill by sending it back 
to committee. This was a surplus 
ingly large margin and proved to 
Ie the critical vote 
Democrats made a major con 
cession to keep wavering votes in 
line by eliminating a provision to 
set up a new federal agency to | 
coordinate all public works. Re 
publican* had called the admims 
trator of that proposed agency a j 
“ pork barrel czar." 
But the hill still had hra\y op­ 
position 
from 
Republicans 
and 
conservative Southern Democrats 
who denounced it as an unneeded 
boondoggle 
The bill is aimed at giving the 
sluggish economy a quick sh,)’ in 
the arm 
and cutting down high 
unemployment by 
means of an 
immediate program of p u b l i c 
works 
such 
as 
streets, sewers, 
public 
buildings 
and 
the 
like. 
Schools arc excluded 
Most states and localities would 
have to provide 
matching funds 
of at least 50 per cent. But an 
amendment by Rep 
William W. 
Scranton, R Pa , calls for 75 per 
cent federal financing for critical 
Iv distressed areas if they have 
reached 
legal 
limits 
of 
bonded 
debt. 
The Senate already has passed 
a SI 5-billion public wmrks bill, It 
provides $750 million for immedi­ 
ate use and another $750 million 
next 
year 
if 
unemployment 
re 
mains at or above 5 per cent 
A 
! senate House 
conference 
will 
ne 
held to adjust the differences 
The bill 
provides $900 million 
for 
immediate 
use 
in 
building 
needed public works that can be 
I started quickly and finished in 12 
months. 


B u n , Ti 
Potato 
iii ar 
Hill 


on 
Bun. 
Buttered 


int) 
It 
Meat 
\ e a. 


(tul­ 


ip 
Mill 
I TI 


ll. 
i Pi 
it l r 


12 


■ken 


New Idle Pay 


Claims Decline 


C O LU M BU S, Ohio (A P ) — New 
claims 
filed 
for 
unemployment 
compensation 
took 
the 
biggest 
drop in many months in the weok 
ended Aug 
2. the Bureau of Un­ 
employment Compensation report 
ed today. 
At the 
same time, continuing 
I claims of those unemployed one 
! week or more increased over the 
previous week— up to 84,769 Pom 
82 041 
The 
new 
claims 
total 
11,778 
compared 
with 
17.077 
in 
the 
week 
ended 
Aug 
18 
The 
new 
claims total 
was estimated, the 
Bureau said. 


PA SA D EN A , Calif (A P )—Scion 
fists were calculating the proper 
point today at which they should 
radio a 
command lo Mariner 2 
spacecraft 
aiming it 
closer 
to 
Venus. 
Scientists 
calculated 
that 
at 
mum Wednesday Manner 2 
was 
469.187 miles from the earth and 
and 
traveling 
7,093 
rn p h. 
The 
earth’s pull 
gradually slows the 
spacecraft, 
a 
spokesman 
ex­ 
plained. Later the sun s pull will 
accelerate it until, in the vicinity 
of Venus, its speed will he ap 
proximately 85.000 rn p.h. 
At present the 447 pound craft 
jammed 
with 
electronic gear is 
250.000 miles off course. U S. of 
finals hope that the radioed cor 
rcction— sent 
to a 
special motor 
aboard the M anner—will send it 
to within 10.000 miles. 
A spokesman at Je t Propulsion 
Laboratory here said the direction 
change command could come this 
weekend. 
But 
first. 
sometime 
today, 
the Mariner must be ordered to 
point its antenna directly back to­ 
ward 
earth 
Without 
this, 
the 
craft would not be able to pick 
up 
properly 
the 
command 
to 
change its direction*. 


Sept**! 


vneh 
F 
Salad I 
Se pt»* i 
Ieten S 
Cup, M 
Septet 


Whole 
Jello , 
( 


Milk 


Sep tei 


tuee Salad. Bake 
whipped 
tupping 


Bread. Butter. M 


Septem ber 13 


Candied Sweei P 
Shred Pineapple, 
Milk 


Septem ber I i 
Septem ber 
17 
M ustard 
C.«t*u 


Green Benn! , , Ct 


Septembet 
18. 
Buttered Pea; 
Apple 


Bread and B u te tr 
Milk 


Septem ber 
IO 
Jo n 
Ma 


bage-Carm t 
S 


Cracked W heat 


Septem ber 2f> 
Buttered A. spar 


Septem ber 21 


Sandwich, 
up (a k e * . 


i i e Hand 
Perfection 


id 


But* 
Fru it 


Lim 
Je ll' 


Ha toe 
tire 


'aine 
Get 


tiding with 
W h e a t 


id Noodle*, 
li-,h Sticks, 
rid 
Bulter. 


ll. 


Bt 


Fruit C 
’ 
and 
Sauce 


on Run. 
Buttered 
rn. 
Milk 
Potatoes. 
Cookie, 
a 
etti. 
Cab- 
Purple 
Plum *, 
Bread 
Butter, M ilk 
Ham Salad Sandwich, 
gu- 
Apple Crisp, M ilk 
Fishburger 
on 
Bun, 
Fru it 
Je ilo 
Cookie 


Joes. 
Baked 


M acaroni Salad, 
M ilk 
Septem ber 21 
Sloop 
Beans. Mixed Fru it. M ilk 
Septem ber 25 
Chicken Noodle Soup 
and crackers 
Peanut Butter Sandwich 
Chocolate Cake. Relish Sticks 
Milk 
Septem ber 2fi 
Beef and Bean Stew, 
Toss Salad 
Apricot 
Bread and But 
ter 
Milk 
Septem ber 27 
Meat Lo af A 
Tomato 
Sauce. Parsley 
Potatoes 
Diced Peach ­ 
es in orange jello. Bread 
and 
B ulter, 
Milk 
Septem ber 28 
Tuna Salad Sandwich. 
M acaroni and Tom atoes, Cheese W ed­ 
ges. Ire Cream . M ilk 


Need 
Doors? 


We Carry a 
Good Selection 
Ankrom 


Lumber A 
Supply < o. 


325 VV. Main i 


2 Laundry Firms Ask 
End to New W age Rule 


C O LU M BU S, Ohio ( AP ) — The 
Acme 
Laundry 
& 
Dry Cleaning 
Co. of Columbus and the (.eve 
land Towel Supply Co. have asked 
Franklin County Common 
Pleas 
Court to throw out a state min­ 
imum wage tor laundry workers. 
The 
wage 
ba>e 
recently 
vvas 
ordered by the Ohio Department 
of Industrial Relations 
The laun 
dry 
companies 
claim 
Dirt rtor 
Margaret Mahoney 'ailed to com 
ply 
with 
state 
law 
in 
adopting 
the order. The wage was se; at 
SI an hour starting 
Ort 
I 
with 
increases to $1 25 an hour on Jan 
I, 1965. 


Goodyear Plans Recall 
Of 1,100 W orkm en 


AKRO N , Ohio (A P )—The Good 
year Tire A Rubber Co 
has an 
nouneed that a recall of I,IOO fur 
loughed employes to its p l a n t s 
here will be completed ny mid- 
October 
Board Chairman E 
J 
Thomas 
said 
stepped-up 
production 
was 
the reason for tne recall which 
has 
more than 900 workers al­ 
ready back on the lob 
This has 
increased the firm's work force 
here to more than 15.000. No new 
employes are being hired. 


OUR 


M S ) PHARMACY . 1 


IS DEDICATED TO 
ERVING THE HEALTH 
NEEDS OF 
THIS COMMUNITY 


SFLF- WINDING. 
WATERPROOF * 


PRECISION WATCH 


from only 
$ 3 9 9 S 


IT S T M 


by BU LOYA 


Consolidate Yonr Bill* With A 
P E R S O N A L LO AN 
VIZER J? ./iaLfi-.TMI(SE*AV 
------- IB 7 v7 lfdff 
I 
GIICUVllll.QHIQ 
sir i i i brr ED IC 


• BUICK SPECIAL 
• RAMBLER 
• CMC TRUCK 
YATES MOTOR CO 


o p e n e v e n i n g s 


i i 
Co isa tb 


LOW FOAM” DETERGENT 
G/mMxjTh* 
mum wish i t 
urn* ms rn 
•VSH 56.87 
t r s s i x s 
X F E A IIN ! 
1 29 . 31 W . M ia n St, 


’F Z o u W A 


For Every Occasion 


W- 
Ullman’s Flowers 


E . M a i n St. — G R 4 -2490 


[ASI END MARKET' S BUY OF THE WEEK 
e Potatoes : 


10 
-Lb. COBBLER 
,. . 30 
c 50 
-Lb. rsY " a s m 
, , , : , , 
51.19 


50 
-Lb. COBBLER 
, 57.59 
50 
-lb. No. I POIATOES 
89 
c 


For All Your Grocery Needs, Shop at 
EAST END MARKET 


45 9 E . M a i n St. 
( i l l 4-2340 


IIT C lin t* "A” 
M a " I t si m oi 


c i t * 
m>HH tut! lummox 
a al 
H *n 8 i0 !w # 
p a d 'ie l 
t«*tn *r 


• t n e A tte w ita e k * ceil d ai fit IS 


u t c u m * "C** a w ae* 
k it e s a1 


C is t, t « 
a *« • *p *n *ie n 
bane 
i i i " u s r t e 
A U O w ith 
(b a n aas 
d ii. 
>41 IS 


• 17 Jewell * Self-Winding 


• Certified Waterproof* 
• Shock Resistant 
• Unbreakable Mainspring 


Low Down Payment 


La s) Weekly Pox menu 


You I im Depend On— 


Jtv X i 1.1 iii 
ta**** I* 
* 


O p e n F r i d a y and 


Sn ti* id u v Until 9 I*. M. 


B v T H E 
A S S O C IA T E !) 
P R E S S 
newsman working for a Cuban pa 
Fact* 
about 
what 
goes on 
in 
Cuba are hard to come by these 
days. 
An important fartoi is thai Hic 
press in Cuba is fully controlled 
by the Fidel Castro regime 
Every 


per knows what he must and must 
not write 
The result is a sterile 
press 
thai 
usually 
throws 
little 
light on what goes on 
Even so. statements in Havana 
newspapers often provide indica 


Views on Television-Radio 


GUERRILLA TAKE 
South Viet Nam soldiers question Viet Cong guerrillas captived on tbs 
Camail Peninsula In the biggest drive so far, against Communist strongholds in 
the 
swampy Mekong River delta. Some 4,000 South Viet Nam troops are participatmg. 


The Circleville Herald 
7 
f*1 
■ 
I 
■ 
^ 
I 
i i 
I 
"HT" 
I I 


< 
[ye < Hu*. 
Facts about Cuba Hard To Uncover 
Public Works 
Bill Passed 
{ 


$900 Million OKd 
To Pep Up Economy 


WASHINGTt>N (A P )— By 
voice 
vote, the House passed Wednes­ 
day a key to President Kennedy’s 
economic program, a $900 million 
emergency public works bill 
The members shouted approval 
of the bill alter beating hack 221 
to 192 a 
Republican 
attempt to 
hour long show seems 
to 
be 
a 
scuttle the bill by sending it back 
standout; “ It s A Man s World ” 
to committee. 'Phis was a surplus 
Tile* word is thai maybe tne pub- 
mgly large margin and proved to 
]jc v l j] itke ^ an(j rnaybe it won t, 


Le the critical vote 
{)Ut al |east it will react to this 
Democrats made a major con- 
sjbc; series about lour young men 
cession to keep wavering votes in 
jlving on a houseboat in a Mid 
line by eliminating a provision to 
W(>sl co|]ege town 
set up a new federal agency to 
coordinate all public works. Re 


B y C YN TH IA PO W R V 
AI* Television Radio W riter 


H O LLYW O O D (A l*) 
In a tele­ 
vision season which, although it 
hasn t even started 
is marked by 
a paucity of new, fresh ideas, one 


producer, “ and to give it an 'Our 
Town’ 
feeling—maybe 
its 
even 
avang garde but we hope nobody 
:n the audience knows it.” 


Tewksbury was director of th ise 
durable 
“ Father 
Knows 
H r s ; ’ 
shows, and moved along to create, 
pioduce and direct, “ My Tine* 
Sons.” 


'I’he reason Hie four boys, rang 
mg in age from 14 to 22, live on 
a houseboat, Tewksbury said, is 
off with the explanation 


lions of basic situations existing 
in such problems as housing and 
the food supply, and I S 
report 
prs can follow up these leads to 
some extent 
The nun,her of such reporters 
is strictly limited The Associated 
Press, for example, has only one 
non Cuban 
reporter 
working 
in 
Cuba 
Applications for 
visas 
to 
send in other reporter* are turned 
down or ignored. 


Only a token number of visiting 
correspondents are allowed each 
month—usually one or two 
Most 
of these represent newspapers or 
radio and television networks 


T he correspondents able to work 
in < uba find most official doors 
closed 
to 
them 
When 
they do 
have news to report, they often 
cannot get it out of Havana 1/ing 
distance calls are frequently cut 
rn sor 


men) wants to exploit some kind of 
news 


Desite 
the 
Cuban 
censorship, 
many of the trends of the Castro 


regime have been fully reported 


to the outside world Some of the 
fads come out of diplomatic re 
ports, which arc not 
subject 
lo 
scrutiny before transmission 
The 
thousands 
of 
refugees 
leaving 
Cuba also provide much informs 
tmn 
Rut often this is colored by 
wishful thinking 
so st 
must Ive 
weighed carefully. 


Logan Elm 


School Menu 


to “ get them iway from authori- 
ry, sir, the New York party hung 
tarian figures like parents ” 
up 
Cables 
often 
disappear 
if 
The series bad its genesis on 
they displease a supervisor check 


PEOPLE 
In the News 


Bv T H E 
\SS(M I ATK I) P R E S S 


Prof 
Leonid Sedov, a 
leading 
Russian space scientist, said the 
first landing 
of 
a 
man on 
the 
moon probably is more than five 
years away. 
He 
said 
in Tokyo 
there 
are 
many 
difficulties 
in 
making such a landing, including 
the 
moons 
lack of oxygon, ex 
treme ranges in temperature and 
the problem of getting hack from 
the Moon to the Earth. 
Halyard I,ango, foreign minister 
of Norway, has accepted an uni 
lotion to visit 
Israel early next 
year. The invitation was extended 
by Israeli Prim e Minister David 
Ben -Gurion, who has been holding 
political 
talks 
with 
Norwegian 
leaders. 
Ew a me Nkrum ah, president of 
(Jnana, has announced preventive 
detention orders against his for­ 
eign minister, his information min­ 
ister and the executive secretary 
of his ruling Convention People’s 
Party. 


Trio Is Indicted 
In New 
A Probe 


publicans had called the admims 
trator of that proposed agency a 
“ pork barrel czar.” 
But the bill still had heavy np 
position 
from 
Republicans 
and 
conservative Southern Democrats 
who denounced it as an unneeded 
boondoggle. 
The bill is aimed at giving the 
sluggish economy a quick sh.)’ in 
the arm and 
cutting down high 
unemployment 
by 
means of an 
immediate program of p u b l i c 
works 
such 
as 
streets, sewers, 
W ASH ING TO N 
(A P )—The .Ins 
flee manager of 
the 
Agriculture 
public 
buildings and 
th* 
like 
flee Department has announced the 
Stabilization 
and 
Conservation Schools arc excluded 
indictment 
of 
three 
men. 
in 
Services — ASCS 
— 
in Brazoria 
Most 
states and localities would 
eluding 
two 
former 
Agriculture 
County, Tex 
have to provide 
matching funds 
Department employes, on bribery 
Tacitus 
C 
Thornhill 
former 
at *cast 
P ° r cent- Rut an 
and conspiracy charges involving 
ASCS office 
manager in 
W a lle r! amen<lnient 
William W. 


Lest one jjm ps to the conclu­ 
sion this is a new switch on old 
piivate-eye 
“ Surfside Six,” 
cast 
an eye on creator Peter Tewks 
bury s ambitious description of his 
to see what kind of backgrounds 
cables that deal 
Havana 
latest “ permanent 
character an 
thology” (a television ese term rn 
vented to cover everything from 
“ Ben Casey” to "Sam Benedict” ). 
“ W e’re trying to get something 
that falls armng .I 
D 
Salinger, 
Thornton Wilder and Maxwell An­ 
derson,” said the youthfuMookmg 
tryside and talked to “ people who 
I ride buses.” He found, in Mariet­ 
ta. Ohio, the pretty little college 
town he wanted to make home 
base 
for 
his 
quartet. 
Exteriors 
have been shot there, particularly 
at Marietta College 


Weekly 


Food Review 


Frid ay 
Fishburger on Bun, T a rta r 
Sauce, 
Sliced 
Tomatoes, 
Potato 
Sal 
ad, 
Pe a r Halves. Milk. 
Septem ber ii 
No School. 
I 
September 
4 
Hamburger on 
Bun. 
I Mustard. 
Catsup, 
Pickle 
Buttered 
Corn. Mixed Fruit. Cookie, M ilk 


the back 
lot of the big 
Revue mg 
all 
incoming 
and 
outgoing i sJtJ'J,4' 'cole 
slaw' f’eai'h 
*h 1 1 v^e *! 
Studios, 
Tewksbury had 
been messages at the telegraph office 
Bread and Butt. r. 
Milk 
, 
, 
, 
. . 
Septem ber 
ti 
Bologna 
x..nnwicn, 
signed for a sei u s and went out Wording 
is sometimes changed in Sl J(.r()U,,hi cott..g« 
Che • Cupcake** 
j M ilk. 
Septem ber 7: Pim ento Cheese Sand- 
I vurh 
Potatoes., Au G ratin. 
Perfection 
I Salad 
Ice Cream , Milk 
Septem ber to 
Hot Dog on Hun, But* 
j toren Sauerkraut, Potato Chips, Fru it 
I Cup, Milk 
Septem ber 
ti 
Ham 
and 
Rearwi, 
• W hole Tomatoes. Diced Peats in Urn* 
I tello, Corn 
Bread, 
Butter and Je llv , 
; M ilk 
Septem ber 
12 
Chilli Con Ca me, 
tune Salad. 
Baked Rice Pudding with 
I whipped 
topping 
Cracked 
W h e a t 
I Bread , Butter, M ilk 
Septem ber 13 
Chicken and Noodles, 
I Candied Sweet Potatoes 
Relish Sticks, 
: Sliced Pineapple, 
Bread 
and 
Butter, 
M ilk 
Septem ber It 
No School 
| 
Septem ber 
17 
H am burger on 
Bun. 
M ustard. 
Catsup, 
Pickle. 
Buttered 


were available 
He found one he 
liked: a small town set, with a 
free shaded square, a court house 
plus a nearby lake. 
Then he set off on a cross coun 
fry 
bus 
ride 
during 
which 
'n** 
looked over the Middle West coun 


An exception to then* circum 
stances arises 
wdien the govern 


Mariner 2's 


Next Move Is 


Under Study 


PA SA D EN A . < alif (A P )—Scion 


fraudulent transfer of federal rice 
acreage allotments. 


Atty 
Gen. Robert 
K 
Kennedy 
said 
the 
indictments 
were 
re­ 
turned by a federal grand jury in 
Houston, Tex., as a result of an 
investigation started by tile Agri­ 
culture Department 
and pursued 
by the F B I 
Kennedy said the sepal ale in 
dietments 
named 
these 
defend­ 
ants: 
David C. Stephens, former of- 


County, Tex. 
Laurence G. Newman of Lake 
Jackson, Tex. 


Kennedy 
said 
Stephens 
was 
fired by the Agriculture Depart- 


Scranton, R-Pa., calls for 75 per 
cent federal financing for critical 
ly distressed areas if they have 
reached 
legal 
limits 
of 
bonded 
debt. 


By T H E ASSO CIATED P R E S S 


Few 
main course 
foods 
are 
more uniformly abundant through 
out the nation this week than fur 
keys 
The Department of Agriculture 


to 


CBS has hired Robert Earle for 
tists were calculating the proper 
Allen Ludden’s old “ College Bowl” 
point today at which they should 
moderating chores, starting Sept. 
radio a command to Mariner 2 
23 He has been teaching in Ithaca 
spacecraft 
aiming 
it 
closer 
College and has had some expert 
Venus 
♦ nee in local commercial and edu- 
Scientists 
calculated 
that 
rational television 
noon Wednesday Mariner 
2 
was 
Jack Clark, 
who filled 
in for 
469,187 miles from the earth and 
m ph. 
The 
mein 
lim e 12 and 
Thornh ll 
I.ii J 
Thp S* nate already has Passed reports the big bird is featured 
Ludden during his recent holiday 
and 
traveling 
7 093 
m ph. 
Ihe 
ment June 12 ani 
.July a $i 5-billion public works hill. It at Northwestern m e a t counters, 
from “ Password.” looked as if he 
earth’s pull 
gradually slows the 


These School Kids 


Play Up on Roof 


Flight Union 
Given Loan 
By Teamsters 


H A M PST EA D , N II 
LAP I - Ron 


Brown, 
president 
of 
the 
Flight 
Engineers 
International 
Associa­ 


tion. said today his union has ob­ 
tained financial support from the 
Teamsters Union in its continuing 
strike against Eastern Air Lines. 


Brown 
declined 
to confirm 
a 


provides $750 million for imrnedi- j attactively 
priced 
in the South 
Ihe government accused the de- 
ate use and another $750 million 
east and low priced in the South 
fendants of representing to 
rice 
next year 
if 
unemployment 
re ( west. 
In other areas 
it is also 
growers that 
nee acreage allot- j mains at or above 5 per cent 
A 
abundant. 
menus were available for tia n sfe r1 senate House 
conference 
will ne j 
One 
large 
chain is 
featuring 
and 
that 
a 
tran sfer 
would 
be 
Held to adjust the differences 
turkey in its New York outlets 
made when one of the three re 
The bill provides $900 million 
at 39 cents a pound 
for 
4-to-14 
ceived certain sums of money. 
for 
immediate 
The 
men 
accepted 
from 
buyers, 
the 
government 
started quickly and finished in 12 
charged, and told them an allot- 
months. 


had studied the Ludden technique 
lcng and hard—he imitated it per 
fectly even to his 
arms akimbo 
manner of passing out the words 
to players 


spacecraft 
a 
spokesman 
ex­ 
plained. Later the sun’s pull will 
accelerate it until, in the vicinity 
of Venus, its speed will he ap 
proximately 85.000 m p h. 
At present the 447 pound craft 


A R T ESIA . 
N M . 
(A P ) — When 
the 460 atomic age youngsters at 
Abo elementary school take a re­ 
cess, they play on the roof 
Classes started Tuesday at the 
nation s only underground scltool 
The only danger in playing on 
the 
roof are 
the usual skinned 
knees, bumped foreheads and cut •i**oies Hof fa. 
thumbs. The 
roof is 
at ground 
“ We have gotten 
level 
Two 
basketball 
courts, 
hop­ 
scotch lanes and benches dot the 
21 inch concrete slab playground 
The 
18 
air-conditioned 
class­ 
rooms, 
13 feet 9 inches below the 
surface, 
will 
double 
as fallout 
shelter. 


ment had been transferred when 
there really was no legal transfer. 


Stephens. 46. was charged in six j 
counts of offering $11,000 in bribes 
to— other employes of the service, 
and 
was 
charged 
in 
14 
counts 
with receiving $20,905 in bribes. 
I 


Stephens was also charged with 
conspiring to defraud the govern- j 
ment 
and making a false state­ 
ment in a government report. 


The grand jury charged Thorn 
hill, 66, on nine counts of accept­ 
ing bribes totaling $29,385 and on 


Washington 
report that a loan 
of 
one t’n,int °Y conspiracy to defraud 
$100,(KH) had 
been made after 
a 
^(>v01 nmen* 
meeting with Teamsters President 
Kennedy said Newman. 35, was 
| accused of conspiring to defraud 


a loan from 
t,ie 8 ° ' ern,rtt‘nl 
He was identified 


the Teamsters but I have no com 
ment as to the amount,” Brown 
said today. 
He said he could not go into 
further details at this time. 


The teamsters were ousted from 


i as 
not 
a 
government 
employe, 
but an individual who posed as a 
farm er willing to sell his allot 
merits. 


use 
in 
building 
pound birds, and 33 cents a pound 
payments needed public works that can be 
for heavier wrights 
Accompanying 
turlgcy 
on 
the 
specials counters in thr Northeast 
are smoked hams, f r y e r s and 
broilers. 
In the Southeast, ground 
beef 
is 
reported 
to 
he 
attractively 
priced, as are broilers 
and 
fry ­ 
ers. 
Round, sirloin and Porterhouse 
steaks are featued in some Chi­ 
cago markets. 
Fresh pork, spareribs 
and 
ba 
eon are 
slightly lower 
in some 
Western markets and some beef 
cuts are lower in the Los Angeles 
area 
In several areas red meats are 
slightly 
higher. 
Rib 
roasts 
and 
ovenreadv 
roasts 
are 
quoted 
8 
coots a 
pound higher than last 
week at New York outlets of a 
national chain 


Want Ads 


PH. GR 4-3131 


the A F L CIO in 1957 on corrup­ 
tion charges. 


Eastern was struck by the flight 
engineers on June 23, capping a 
dispute over whether engineers or 
pilots would be given preference 
job when jet crews are reduced 
from four to three men 


Top Cleveland 
Teamsters 
Get Fat Pay 


C L E V E L A N D (A P ) — Reports 
filed with the Department of L a ­ 
bor show 
that three top Team ­ 
sters 
Union 
officials 
here 
re­ 
ceived 
more 
than 
$107,000 
last 
year in salaries and expenses 


The 
reports filed Tuesday put 
the 
salary 
of 
William 
Presser, 
president 
of 
Teamsters 
Joint 
Council 41. at $32,690 and said he 
received $1,000 in 
expenses 
N. 
Louis (Baile i Triacaro, vice pres­ 
ident of the council and head of 
laical 436, received $43,280 in sal 
aries and $2,493 in expense* and 
allowances. John J 
Felice, pres­ 
ident of Teamsters liOcal 293 and 
a member of the council s execu­ 
tive board, received $24,420 in sal­ 
ary and $3,658 in expenses. 


The 
reports, 
filed 
under 
the 
Landrum 
Griffin Law 
gave re 
ceipts of Joint Council 41 as $435,* 
048 and disbursements as $426,412, 
including $128,707 for salaries 
Of 
the 
receipts, $97,955 came from 
inv estments 


Governor Calls 
For Stiffer 


Road Patrol 


C O LU M BU S, 
Ohio 
(A I*)—Gov. 
Michael V. 
DiSalle called today 
for a Highway Patrol crackdown 
on law violators over the 
long 
Labor Day holiday weekend 
The governor coupled his direc­ 
tive w’lth a plea for a boost in 
patrol strength from the 
present 
800 to 1,200 to obtain better 
en 
force ment 
DiSalle instructed highway safe 
to report on the possibility of add­ 
ing 400 patrolmen, IOO in each of 
the next four years and to esti­ 
mate the cost 
The governor also 
requested a personnel department 
study on patrol salaries 
The 
governor 
cited 
the 
Ohio 
Turnpike safety record as an ex­ 
ample of what good enforcement 
ean do. The patrol provides 76- 
officers to 
police 
the 
Turnpike. 
They are in addition to the regu­ 
lar state force 


New Idle Pay 


Claims Decline 


COLUMBUS, Ohio (A P ) — New 
claims 
filed 
for 
unemployment 
compensation 
took 
the 
biggest 
drop in many months in the wef k 
ended Aug 
2. the Bureau of Un 
employment Compensation report 
ed today. 
At the 
same time, 
continuing 
claims of those unemployed .'.ne 
week or more increased over the 
previous week— up to 84.769 from 
82 041 
The 
new 
claims 
total 
11.778 
compart’d 
with 
17.077 
in 
the 
week ended 
Aug 
18 
Tile 
now 
claims total 
was estimated, the 
Bureau said. 


G reen Beans, Citrus Fru it Cup, M ilk 
Septem ber 
18. 
Beef 
and 
Potatoes. 
Buttered Peas. 
Apple 
Sauce, 
Cookie, 
B read and Butetr. Milk 
8 
Septem ber I!* 
Jon 
M a rle tte 
Cab- 
bage-Carrot 
Salad, 
Purple 
Plum s, 
Cracked W heat Bread. Butter, M ilk 
Septem ber 2f> 
Ham Salad Sandwich. 
Buttered Asparagus, Apple Crisp, Milk 
Septem ber 21 
Fixhburger 
on 
Run, 
M acaroni Salad, 
F ru it 
Je ilo 
Cookie, 
M ilk 
Septem ber 21 
Slopm 
Jo e s, 
Baked 
Beans. Mixed Fru it, M ilk 
Septem ber 25: 
Chicken Noodle Soup 
and crackers. Peanut Butter Sandwich 
Chocolate Cake. Relish Sticks. Milk 
{September 2fi 
Beef and Roan Stew, 
Toss Salad 
Apricots, 
Bread and But 
ter. Milk 
Septem ber 27 
M eat Lo a f Sc Tom ato 
Sauce, Parsley Potatoes, Diced Peach­ 
es in orange jello. Bread 
and 
Butter, 
M ilk 
Septem ber 28 
Tuna Salad Sandwich, 
jammed 
with electronic gear 
IS 
M acaroni and Tomatoes, Cheese Wed- 
250.000 miles off course. U.S. of- 5es Ire Cr_earn* M,lk 
finals hope that the radioed cor- 
rrction— sent to a special motor 
aboard the M ariner—will send it 
to within 10.000 miles. 
A spokesman at Jet Propulsion 
Laboratory here said the direction 
change command could come this 
weekend. 
But 
first 
sometime 
today, 
the Mariner must be ordered to 
point its antenna directly back to­ 
ward 
earth 
Without 
this, 
the 
craft would not be able to pick 
tip 
properly 
the 
command 
to 
change its directions. 


Need 
Doors? 


We Tarry a 
Good Selection 
Ankrom 


Lumber A 
Supply Co. 
I 


325 VV. Main St I 


2 Laundry Firms Ask 


On the produce counter, green End to New Wage Rule 
beans, 
cabbage, 
colory, 
com ,: 
C O LU M BU S. Ohio (A P ) — The 
eggplant, lettuce, onions, peppers 
Acme Laundry & 
D ry Cleaning 
potatoes radishes, squash. 
j Co 
of Columbus and the C.evc 
_____ ______ 
________ _____ 
I’lie 
most 
plentiful fruits 
are jan(j Towel Supply Co. have a>ked 
has 
more than VXK) workers 
ai- 
apples 
grapes, pears, plums 
and Franklin County Common 
Pleas 
ready back on the 
lob 
This has 
melons, 
Court to throw out a state min­ 
imum wage for laundry workers. 
The 
wage 
base 
recently 
wa« employes are being hired 


Goodyear Plans Recall 
Of 1,100 Workmen 


AKRON, Ohio (A P )—The Good 
year Tire & Rubber Co 
has an 
nounced that a recall of 1,100 fur­ 
loughed employes to its p l a n t s 
here will be completed ov mid 
October 
Board Chairman E 
J 
Thomas 
said 
stepped-up 
production 
was 
the reason for tne recall which 


Greenfield Farmer 
Gets Postmaster Nod 


GREENFIELD, 
Ohio 
(AP) — 
The 
Highland 
C o u n t y 
Demo 


Health Insurance 


Percentages Given 


N E W Y O R K (A P )— In 31 states 
more than two - thirds of the 
populations 
are 
protected 
by 
some form of voluntary health in 
surance, the Health Insurance in 
stitute reported today. 
New York State— with a cover­ 
age figure of 90.7 per cent based 


increased the firm's work force 
here to more than 15,000. No new 


ordered by the Ohio Department 
of Industrial Relations 
The laun 
dry 
companies 
claim 
Director 
Margaret Mahoney 'ailed to com 
ply 
with 
state 
law 
in 
adopting 
the order. The wage was sc: at 
$1 an hour starting 
Oct. 
I 
with 
increases to $1.23 an hour on Jan. 
I, 1965. 


OUR 


BHS) PHARMACY 


IS DEDICATED TO 
ERVING THE HEALTH 
HEEDS OF 
THIS COMMUNITY 


I*,- 
W ■ . .-.v, 
.«** 
,v,- 


SELF-WINDING, 
WATERPROOF* 
I PRECISION WATCH 


t from only,$3995 
\ u X 


. / T A 


le t 


irs THE 


cistic 
executive 
group 
Wednes­ 
day 
endorsed 
John 
I) 
McCray, 
on more than 15 5 million insured 


F A W N Y BU SIN ESS 
Felicia Calli, 2, daughter of ramp duel ­ 
ler Albert Calli, get* a wet kiss from Bsmbi, s pct fawn st 
the EaM ei Seal Camp for handicapped children near Denver. 


I I 
C O L G A T E 


LOW FOAM” DETERGENT 


G w tsM x jJfo 
WH m 
r * ASUR 
(/HOSA THS SOH 
S6.87 
K l *. *'»■<• > 
SO Lb>. 
r r s s i N s 
A M AIIX 
129 • 31 W. Mian St. 


Workman 1$ Crushed 


M ID D LET O W N , 
Ohio 
( A P ) — 
Elm er L. Stcffey, so, of Hamilton 
wa* 
crushed 
to 
death 
between 
two 
coils 
of steel 
in 
the 
east 
processing 
plant 
of 
th* 
Armco 
Steel Corp 
Wednesday. 


a farmer, for permanent appoint 
ment as Greenfield postmaster. 
McCray was the third man on 
the list of thr<*e eligibles certified 
by the U S . Civil Service Com­ 
mission to the 
Post 
Office 
De 
paym ent Aug 
17. behind J. D 
Bean, a Ross County farmer, and 
Frank Wilkin, a-sistant 
postmas­ 
ter. 


Cincinnati Escapee 
Nabbed Painting House 


C IN C IN N A T I ( A P ) 
Raymond 
Light Shepherd, 37. who escaped 
from Oxford State 
Penal Honor 
Farm Aug. 12. was back in cu­ 
stody 
tday. 
Police 
apprehended 
him 
as 
he 
painted 
a 
house in 
residential Price Hill Wednesday 
Sin*plverd was sentenced rn Cm 
cinnati in 1959 to a I 25 year term 
for strong arm 
robbery. Ile was 
captured here Tuesday night only 
to flee the police cruiser carrying 
h rn and run into a woods despite 
police gunfire. 


residents—led all 50 states in cov­ 
erage at the end of 1961, the re 
port said. 
New 
York 
was 
followed 
bv 
Rhode Island, 87 8 per cent ; Penn 
Sylvania. 87.7. Ohio, 85 0; Connec­ 
ticut. 84 0; and Illinois, 289. the 
Institute said 


Consolidate Yonr Bills With A 


PERSO N AL LOAN 


J 
(RULEVILLE. 3HIQ 
Mr rn ber E D IC 


BUICK SPECIAL 
RAMBLER 
OMC TRUCK 
YATES MOTOR CO 


O P LN L Y L M N LS 


tm 


& 


aw 


r% o u M & , 


For Every Occasion 


Ullman’s Flowers 


E . M ain St. — GR 4-2490 


im 
K 
l 


EAST END MARKET'S BUY OF THE WEEK 
Potatoes 


10-Lb. COBBLER 
, 
30c 50-Lb. 
„.. 
51.19 


50-lb. COBBLER 
, 
57.59 50-lb. No. 2 POTATOES 
89c 


For All Your Grocery Needs, Shop at 
EAST END MARKET 


459 bl. Main St. 
(.II 4-2340 


IIT CUMM "A” Stimuli itMl 
cit* with lull luminout dial and 
hindi 
Handsom* 
padded 
leather 
• trip Also with Ch* CC JI d ll S JI IS 


IIT CUMER "C " A madam blind of 
ease, dill *"d *«pannon band rn 
Hamlets (Tear Alto with charts*! 
d al. 
SAI IS 


* 17 Jewels • Self-Winding 


♦ Certified Waterproof * 


• Shock Resistant 


• Unbreakable Mainspring 


I,ow D o w n P a y m e n t 


E a s y W e e k l y 
I'a v m e iit a 


Y o u t a n D e p e n d O n - 


J 
e x v i i.i its 


Open trid ay and 


Saturday Until 9 I*, M. 


A 


AUGUST 31st — 8 P. M 


School Athletic Field 


by the Circleville High School Band Mothers • 
• Sponsored 


19 6 2 VARSITY SCHEDULE 


Oct. 1 2 ♦Wilming to n .. ITco ming 


Oct. 1 9 ♦Hillsbo ro 
Ho me 


Oct. 26 ♦Greenfield .............. Awa y 


No v . 2 ♦Mia mi Tra ce 
Ho me 


No v . 9 ♦Fra nklin Hts 
............Ho me 


•Lea g ue Ga me 


Sept. 
I 
Olenta ng y . .. 


Sept. 1 4 -♦ A th e n s 
. 


Sept. 21 
Rey no ldsburg 


Sept. 28 
-Plea sa ntv iew 


Oct. 
5 
-Wa sh. C. H. . 


Pa rents’ Nig ht 


This Message Sponsored by the Following: 


Darrell Hatfield Ag en cy 


E. I Du Po n t DeNemo u rs an d Co . 


Basic Co n stru ctio n Co . 


Dean s Po tato Ch ip Co . 


Marsh all Imp lemen t Co , 


Clifto n Mo to r Sales 


Gu ern sey Dairy 


Ben H. Go rd o n 


Circlev ille Oil Co . 


Th e Deb Sh o p 


East En d Mark et 


Seco n d Natio n al Ban k 


Pick away Dairy 


Pettits Ap p lian ce Sto re 


Blu e Fu rn itu re Co , 


Gen eral Electric Circlev ille Lamp Plan t 


Ko eh h eiser Hard ware 


Ch arles E. Arled g e So h io 


Hu mmel Si Plu m Insura nce 


Fairmo n t s Restau ran t 


An d y s San d wich Sh o p 


Prairie Lan es 


Pick away Farm Bu reau Co -o p In c, 


Lin co ln Mo ld ed Plastics In c. 


Co mp limen ts o f Steamin Demo n 


Circle D Recreatio n Cen ter 


Ullrn an s Flo wers 


llal-Mar Sto n e Co . 


2 3 Au to Parts 


Circle Ville Mo b ile Ho mes Marin e Div isio n 


Red Ro se Fa rm Serv ice 


Ma ck Wise Ga ra g e 


M. B. Greist Na tio nwide Insura nce 


Circlev ille Meta l Wo rks 


Brehmer Greenho uses 


No el’s King Bo y Driv e In Resta ura nt 


Ra dcliffe Clea ners 


Ra lsto n-Purina Co . 


Ha rden Chev ro let Co . 


Circlev ille Rea lty 


Risch Drug Sto re 


Ma so n Furniture 


Co mpliments o f Ro sema ry a nd Link Ma der 


Jo e’s Fro sty Trea t 


Wa lnut Street Greenho use 


Orren J. Sto ut Insura nce Ag ency 


Third Na tio na l Ba nk 


Steele Pro duct 


Anderso n’s Ca ndy Sho p 


Christo pher Po ntia c 


Ro thma n s 


Ed Wa lla ce Rea lty Co . 


Mecca Resta ura nt 


Co ca -Co la 


Bea v er Studio 


The Sturm a nd Dilla rd Co . 


Circlev ille Wa ter Co nditio ning 


First Na tio na l Ba nk 


Blue Ribbo n Da iry 


Ohio Fuel Ga s Co . 


An k ro in Lu mb er 
Si Su p p ly 


To mlin so n Weld in g 


Th e Sav in g s Ban k 


Fitzp atrick Prin tery 


L. M. Bu tch Co . Jewelers 


Ken n y Han n an Fo rd In c. 


Bo y er Hard ware 


Bin g man 's Dru g Sto re 


Ca ddy Miller 


Clifto n Au to Parts 


Western Au to Asso ciate Sto re 


Do u g h erty ’s 


Th e Sav in g s Barn 


Lin d sey ’s Bak e Sh o p 


Gru b b Du n lo p Tires 


Ru ss' Marath o n 


J. Bo y d Sto u t Co n stru ctio n 


No rth En d Mark et 


Po rter’s Lau n d ry 
S i Dry Clean in g 


Tu rn er Wh eel Alig n men t 


W. D. Heisk ell Si So n , Rea lto rs 


Den v er Green lee, Gro cer 


Firesto n e Sto re 


Circlev ille Hard ware Co , 


La wrence J. Jo hnso n, Insura nce Ag ency 


B. F. Go o drich 


The Ha milto n Sto re 


Defenba ug h Funera l Ho me 


Applia nce Si Refrig era tio n 


Th# Hera ld 


This Message Sponsored by the Following: 


Darrell Hatfield Agency 


E. J DuPont DeNemours and Co. 


Basic Construction Co. 


Dean's Potato Chip Co. 


Marshall Implement Co. 


Clifton Motor Sales 


Guernsey Dairy 


Ben H. Gordon 


Circleville Oil Co. 


The Deb Shop 


East End Market 


Second National Bank 


Pickaway Dairy 


Pettit's Appliance Store 


Blue Furniture Co. 


General Electric Circleville Lamp Plant 


Kochheiser Hardware 


Charles E. Ar led go Soh lo 


Ilummel Sc Plum Insurance 


Fairmont's Restaurant 


Andy’s Sandwich Shop 


Prairie Lanes 


Pickaway Farm Bureau Co-op Inc, 


Lincoln Molded Plastics Inc 


Compliments of Steamin Demon 


Circle D Recreation Center 


Uliman’s Mowers 


Ilal-Mar Stone Co. 


23 Auto Parts 


Circleville Mobile Homes Marine Division 


Red Rose Farm Service 


Mack Wise Garage 


M. B. Greist Nationwide Insurance 


Circleville Metal Works 


Brehmer Greenhouses 


Noel’s King Boy Drive In Restaurant 


Radcliffe Cleaners 


Ralston-Purina Co. 


Harden Chevrolet Co. 


Circleville Realty 


Risch Drug Store 


Mason Furniture 


Compliments of Rosemary and Link Mader 


Joe s Frosty Treat 


Walnut Street Greenhouse 


Orren J. Stout Insurance Agency 


Third National Bank 


Steele Produce 


Anderson’s Candy Shop 


Christopher Pontiac 


Rothman s 


Ed Wallace Realty Co. 


Mecca Restaurant 


Coca-Cola 


Beaver Studio 


The Sturm and Dillard Co. 


Circleville Water Conditioning 


First National Bank 


Blue Ribbon Dairy 


Ohio Fuel Gas Co. 


Ankrom Lumber & Supply 


Tomlinson Welding 


The Savings Bank 


Fitzpatrick Printery 


L. M. Butch Co. Jewelers 


Kenny Hannan Ford Inc. 


Boyer Hardware 


Bingman's Drug Store 


Caddy Miller 


Clifton Auto Parts 


Western Auto Associate Store 


Dougherty’s 


The Savings Barn 


Lindsey’s Bake Shop 


Grubb Dunlop Tires 


Russ’ Marathon 


J. Boyd Stout Construction 


North End Market 


Porter’s Laundry Si Dry Cleaning 


Turner Wheel Alignment 


W. D. Heiskell & Son, Realtors 


Denver Greenlee, Grocer 


Firestone Storp 


Circleville Hardware Co. 


Lawrence J. Johnson, Insurance Agency 


B. F. Goodrich 


The Hamilton Store 


Defenbaugh Funeral Home 


Appliance Si Refrigeration 


The Herald 


AUGUST 31st — 8 P. M 


School Athletic Field 


Sponsored by the Circleville High School Band Mothers • 


1962 VARSITY SCHEDULE 


Oct. 12 ♦Wilmington . . ll’coming 


Oct. 19 ♦ H illsb o r o .............. Home 


Oct. 26 ♦Greenfield ..............Away 


Nov. 2 ♦Miami Trace 
Home 


Nov. 9 ♦Franklin Hts........... Home 


•League Game 


Sept. 
7 
O lentangy............... Away 


Sept. 14 -♦A thens......................Home 


Sept. 21 
Reynoldsburg ... Away 


Sept. 28 
-Pleasantview ... Away 


Oct. 
5 
♦Wash. C. H 
Away 


••Parents’ Night 


SPORTS 


Th e Circle ville He ra ld 
9 
Th u r. Au g u st 30, 19 62 
Cir*, ic*vilUi. Ohio 


Scioto Downs 
Entries, Results 


Mf IOTO KE I* ll I 
For W t‘rtite*tdny Night 
tint Hart* 
C-3 Trot 
(MHI 
Yank*'*' Bell*- 
ft « 0 
3 AO 
2 BO 
Mystery Chance 
4 20 
3 2o 
Away Attain 
3 80 
Time: 2 10 2 Aliso Started Claud 


Viking Triumphs 
In Hambletonian 


(MKI 
3. HO 
H HO 
4 20 
En- 


S.. OO 
5 20 
3 OO 
4 OO 
On 


Axwoithy. January Star, Cellulin'* 
(itll, 
Grand 
Queen 
Volo, Jinni- 
phone, Danielle Patohen 
Hrcond l(a« e 
Malden P a ra 
C'hel I ,.\ nil la*** 
SHO 
4. Ml 
Amie Mighty Boy 
12 HO 
Volo Follies 
Tune 
2,08.1. 
Also .Started 
sign Lloyd, Mini laired*), Flus..ie 
Hat, T am m y Heed, Frisky Sandy, 
Monticello Che*. 
Third Hare 
C-J Trot 
G rand T rium ph IO 20 
12 OO 
bpeedwin 
OO 
J ame Brook 
Tim e: 2 Oil 
Also 
Stalled 
ua.\, Frank 1) 
Jurk*on 
Blighter 
Days. The I deli, U C a Star. 
Fourth R a m 
f*? P a re 
('MIO 
I W » 
First 
8 20 
3 HO 
3 00 
Iva A 
3.00 2 40 
Com mando Pick 
I ho 
Tune 
2.083 A.so S ta rt'd 
Frisco 
Karl, Direct Gold, Volo Bul, Belly 
Creed. 
— 
(Scratch* d * Kid Coyote) 
Filth It ara 
C-2 P a te 
Trim* 
I .*■ e 
20 2 I 
10 00 
t litef Biti john 
HSU 
A rn her J« *uy 
I line 
2 na I 
Als > Marl* d. 
Dares, Gi md Pi .mo, Bi Ko ALUe, 
Direu* I Jolmny, Lcky 
Brott.. 
sixth Race 
I** P ace 
Karen 
Purdue 
0,80 
4 ti 
Caraillo 
h 
Haverlll 
T une. 
2 oft 
ABo 
Stalled 


|ii‘)0 
4 HO 
3 HO 
3 HO 
Della 


(.OO 
3 40 
;* MO 
4 20 
. . . . 
Big 
Hobby I.re, Fit U Lint*. Ta.Belwood 
Will, 
H iawatha 
Bal, 
I avowia 
Snow. 
Se v en th H a r e 
Foggy Night 
Pete! Ha hint 
Hetty Rock 
Tim e: 2.05. Al 
Ha/earui, 
Nem m a s 
Boy, 
Hill, Jane It. Counsel. 
Kl gilt Ii Hare 
l l l’a« e 
Royal 
D ream 
ll 20 
7 20 
Mr Marlon Star 
"J HO 
Kakal.ic 
Tun* 
2 07 2 AUu S ta rte d : C. 


l i t P a te 
SI.OOO 
6 00 
3 MO 
3 20 
4 tin 
3 20 
I 2 0 
i Started. Jrtnia, 
Penny 


1500 
A OO 
3 HO 
3 40 
Ma- 
Donnie 
linda 
Volo, 
Drex 
Cash, 
Counsel, Mighty Fit/., 
(Scratched - Sassy Com mander) 


SCIUTO ENTRIKIN 
Mur Friday Night 
First R are 
P a re 1-3 
(MKI 
I. San Volo ... 
U Dempsey, Jr 
A rehoy 
.......... 
C 
Lovett 
The Widow Jeauie 
C Fleure 
Colly Cat ............... 
D Paver 
Sue' H 
............... 
N Kee.se 
Voting I-ady 
.. . 
R Rankin 
Ja m ie 's Song 
. . . . 
K Hackett 
Forest Time 
K Growl 
Are of Diamonds 
I* Russe 
AF. Noons Ho|>e 
A. Richardson 
Second H a re 
P a r e C-3 
('OO 
I. 
Direct Me . .. 
M 
Kinnett 
Callie's Koval 
G 
Williams 
Shooting Havens 
L 
Rhodes 
Buck L\ brook 
K Rankin 
I luke nut** 
C. Albertson 'r. 
Frisky Key 
T.B A. 
iron fluke 
F. McIntosh 
8 Diplomat's* DreamJ. MMcPherson 
9 Brown Sand 
S R olgers 
AK Alberta D 
. 
T R A 
Third H are 
Pace C-3 
(500 
I Jet. way Jim 
2 
Hector Bell 
3 
Mal Cornell 
4 I,i/m .in Day . . . . 
A. Abbe Rose 
. . 
ti Baby Bal 
7. A Real Joe 
----- 
H R J Anomite 
AK Lynn I Rf* Hat 
i mirth Hare 
Pa* e 


D 


Julia M. Direct .. 
I-orena Counsel . 
Tony Volley 
........ 
Ill l/)'s Misty 
Demon Naylor 
Reggie's Lady 
Dusty P Hal 
Dixie Crystal . 
I lith It.** •• 
PKI • < 
I Miss 
K err 
R. 
Miss Vie ........ 
Major Byron 
Virgie'! First 
Tiny B. 
Virgie* First 
Bitsy Vo . . . . . 
R So Also 
v Chief Bl 11 John 


2 
3.ti 
ft.ti78 
Al 
Sixth Hare 
I, Royal T est 
Pat Wa.vn* 
3. My la**» 
4 Chief isaac 
ft 
A 
78 


P are C-l 


J . 


W. Grove 
E. Growl 
G 
Williams 
D, Denny 
I, Fortnev Sr 
E. Loar 
H 
Beati v 
Peterson 
P. Cobb 
(SOO 
T B A. 
E 
I -ew tor 
L Rhodes 
F Short 
E Rover 
it. Potts 
D Wilson 
A pplegate 
(HOO 
McConnaughcy 
lf. Snort 
W i> 
J 
Betis 
it J 
Brow 
J Betts 
S Spencer 
R. Alti/er Jr. 
C. E w ers J r. 
(too 
Ii 
Rankin 
R 
Burnett 
M cPherson 
R . Wehner 
It 
C urlily 
(, Williams 
It 
Cheney 
P. Cobb 


Rendezvous 'Printer 
M*d)aniel (I. Boy 
Yortown ......... 
Danny Boy 
.. 
Seventh Hare Invitational Trot 
(SAM 
Express M ah ion 
Jim m y Hall 
P ro terra 
J 
Mr 
Ambassador 
Prom pt Hanover 
Mr. C 
Terry Averill 
Laird Chutney 


U. Williams 
W Sin th 
Wocbkeniierg 
E. Samples 
L Myers 
It 
Chiles 
L Boller 
ft Hackett 
Eighth R are 
P are II Class (.VWO 
1 Miss Delightful 
2 Senor Adt<» * ., 
3 
Avon Darky . 
i i 
co Hal 
ft 
Plashy Plaid 
« 'I re a Mi re Trove 
7 
Iowa 
Lieutenant 
Ninth Hare 
P are I 
Guy s ta r 
Prince Majesty 
Try Baby .., 
Mony in He 
C. 
Mitcwick 
Scotty H Goose 
Choice Abbe .. 
First Brother 
AE, Quite A Guy 


!: • 
W Henman 
J 
McPherson 
R Altl/er J r 
ii Calili! 
It Cheney 
It, 
Dog g eft 
-3 
(JIM! 
P 
Lane 
W 
Page! 
It 
Dogged 
Albertson, J r 
R G arrtty 
ti. Russe 
E. I'easrcker 
R, Fuller 
D Miller 


DU QUOIN, III. (AP)—Sanders 
(The Preacher) Huiaell, esteemed 
by his trainer--driver colleagues, 
has plucked Uh: second, and .shini­ 
er!, 
jewel 
in 
harness 
racing's 
Triple Crown by scoring an ex­ 
tremely popular triumph in the 
$116,612 Hambletonian with A. C.’S 
Viking. 
'rho 
slender, 
silver 
hatred 
Alabaman, dean of the field at the 
age of 62, guided tile powerfully 
big bay son of Hoot Mon to a 
successive heat victory Wednes­ 
day 
• The times over the clay mile 


Yanks Crowned 
2nd Round TV 
LL Champions 


Reds, Yanks Will 
Meet in Best of 
Three Series Tilts 


The Yankees won the second 
round championship of Hie Teays 
Valley little l e a gu e with a 5 0 
mark by bolting tin* Cardinals, 
8 2, in the season's final game. 
The Kedlegs moved into a sec­ 
ond place tie with the Dodgers 
and the Giants with a 6 5 vic­ 
tory 
over 
the 
Dodgers 
and 
the Giant* won 13 6 over the win­ 
less Indians. The Reds. Dodgers 
and Giants all finished 
w i t h 
i d e nt i c a l 3 2 second round 
marks. 
Timely hitting and superb pitch­ 
ing were tin* standout features in 
the Yankee - Cardinal game, hon 
Lambert scattered six Cardinal 
hits and belted two home runs. 
Lambert’s homers were his eighth 
and ninth of the season, dreg 
Groves, Ia*p Curry and Hob Cook 
each chipped in with a pair of 
bits. 
Redleg hurler Chet Gloyd came 
to the aid of starter Hex (iregg in 
the fifth inning after Bill Welsh s 
leadoff homer pulled the Dodgers 
to within one run of tin1 Kedlegs. 
Gloyd promptly retired flu* side in 
order in the fifth and six innings. 
He struckout all six men to face 
him. 
GREGG’S bases loaded 
single 
in the fourth inning with the Reds 
holding a narrow 3-2 lead, proved 
to tx* tile big blow of the game. 
I It pushed the Reds Into a 5-2 lead 
• and set the stage for Gloyd’s game 
J clinching homer in the fifth. Welsh 
i pared Hie Dodger attack with 
a 
j homer and a double. Don Stir also 
| blasted a homer for the Dodgers. 
Gene Neff, the league’s leading 
• hitter had four singles and a tri- 
I pie to pace the Giant’s hitting at­ 
tack. Wayne Drown and Gary Rife 
each rapped out solo home runs 
as Hie Indians closed out the sec­ 
ond round with an 0 5 record. Dick 
I Dart* was the winning 
pi t c h e r , 
I while Wayne Brown was charged 
with tlx* loss. 
The Yank« *es. second 
r o u nd 
champs, and the 
Redlegs, first 
round winners, will oppose each 
other in a best of three series 
! to determine the Teays Valley 
little league championship. 
The Beds belled Ihe Yanks in 
1 the first round H I, behind the 
j two hit pitching of Chet Gloyd 
| and the Yankees edged the Reds 
I 21 in the second round, behind 
the pitching of Hon 
Lambert. 
I Lambert since taking over the 
; pitching chores for the Yankees 
has been unbeaten In four starts 
and will tote a 4-0 record into 
the championship fray, 
w h i l e 
j the Kedlegs Civet Gloyd will car- 
I ry an Impressive 7-2 mark Into 
i the battle. 
The Yankees w i l l feature an 
array of hitter! in Dale and Hon 
Lambert, Hob Cook, Brent Hoof, 
Grog Groves and I xx* Curry, all 
of whom are hitting above the 300 
mark. Tile Reds will also be sup 
! plied with plenty of power in diet 
Gloyd, Van and Rex Gregg, Bill 
Hall, Dan Hicks and Gary Heath, 
all of whom are hitting over .3(H). 


oval at the DuQuoin State Fair­ 
grounds wert 1:59 3-5 and 2:00 
flat. 
In each heat, Viking came from 
behind in an overpowering stretch 
charge. He won tile first by one 
ana mi ce q uant r longues 
o v e r 
Safe Mission and Joe O'Brien, aud 
sq ueezed 
out t he 
second 
over 
isaac aud John Simpson. 
ne co lo hamoteioman neats ut 
I:j8 2-5 and 1:50 were established 
last year ny Harlan Dean. 
The Preacher and Viking will 
concentrate now on winning the 
third leg of the Triple Crown—the 
kentucky Futurity at Lexington, 
Oct. 5, worth an estimated $5u,U0U. 
'Hie first jewel — Die $105,123 
Yonkers Futurity—was 
captured 
by them July IO. 
The iiainbietoman triumph was 
worm $o*:,(w4 lo Vinings owners, 
Mr. and Mrs. A. C. Petersen or 
West Hartford, Conn. 
It was Viking’s lith victory in 12 
starts Uhs season, and his ninth 
sn algol, it boosted ms total earn­ 
ings to $19 8,173. 
Based on heat finishes, tile next 
three money winners behind A.C. s 
Viking were: 
becuna; isaac, driven by Jolm 
Simpson, 5-2 heats, $28,570; third: i 
Sale Mission, Joe O’Brien, 2-12, 1 
$17,142; fourth: Impish, Frank Er- 
v iii 3-5, $5,714. 
The rest of tile field Blushed 
tins way: 
Lord Gordon 15 3, Spry Rodney 
4 4, Nathaniel 6-10, Rooney Han- j 
over 10-6, Sprite Rodney 7-8, Var- j 
lo Hanover i3-r, worm Seem e 0, ! 
Happy Newprt 9 -15, Delight Han 
over ii ll, O You iud 12-13, Dou­ 
ble T. 14-14. 
j 
A record crowd of 37,718 pour­ 
ed into Hie fairgrounds for Ham 
bletonian day. The stands were 
capacity-packed with about 25,000, 
while Die otliers milled around 
outside rn a carnival like aura of 
the midway. Parimutuel betting 
is prohibited by state law. 
Harness racing history is with- j 
in the gr a s p <►£ the Preacher j 
and Viking. Only once has tl$e 
same horse—Scott Frost—and the 
same driver-^!* O’B rien-grab­ 
bed the Triple Crown. They did it 
in 1955. 
R u s s e l l had to put aside 
crutches to get into the sulky. 
He has been hobbled with an in­ 
jured right ankle since a racing 
mishap in Late July. He wore 
a 
tennis shoe and a light cast and 
rested the foot on padding to Ins 
stirrup. 
“ Forgot it was even hurt,” he 
chuckled. ‘‘I had strategy plan 
nett but only to get Viking into 
position, then I drove him by ear. 
“ It was only the second and 
third time since I started driv­ 
ing in 1915 that I had miles (rf 
two minutes or better. This is the 
hest horse I ever had, anil he is 
completely sound and well be­ 
haved. lie will do better with 
time, and certainly is capable 
a i 
more effort that he showed. We 
certainly will be shooting for the 
Triple Crown.” 


REACTION SI.I'D — Here Is the defensive reaction blocking sled purchased for the CHS football 
tea in by the Circleville Booster dub. The sled, highly praised by the Tiger coaching staff, teaches line­ 
men to react to various moves by opposing linemen. Demonstrating here is Coach John Idler (right) 
and lineman Steve Thomerson. The machine will be demonstrated during tomorrow night’s Band and 
FMtb.ll Preview at the CHS gridiron. 
‘Staff Photo) 
Bandsmen, Footballers Set 
For Preview Performances 


Asa Elsea Set 


For Practice at 


Bowling Green 


Asa Elsea, son of Mr. and Mrs. 
Robert W. Elsea, Route 3, place 
kicker for the Bowling Green Pal 
cons, is one of 62 grinders invited 
to report for fall practice at Bowl­ 
ing Green today. 
Elsea has kicked for 43 points 
after touchdowns in the past two 
years. He will be extending his 
own record every time he boots 
an extra point this year. 
Although Elsea’s two l e t t e r s 
have been earned by hts kicking, 
he may see plenty of offensive ac­ 
tion at center, according to Fal­ 
con coach Doyt Perry. 
Mid American conference cham-1, 
pions in two of the past three! 
years a nd runner up the 
o t h e r 1 
season, Bowling Green’! football 
fortunes will rest on the shoulders ; 
of a practically an all-senior start­ 
ing lineup, backed by many mex- 
perienced reserves and 
l o ph o - 
mores. 
Coach Perry appraises his team 
as lighter than last year, but feels 
that the over all team 
speed is 
better. 
The Falcons have 22 returning 
lettermen 
this 
year. 
Only two 
starters rn the line return, 
but 
there are 14 letter-wirmens buck 
1 ing for starting positions. 
Beginning activity for the gad ­ 
ders will be eq uipment issuing, 
physical exams, publicity pictures 
and a general organization meet­ 
ing Friday. Twoa-day 
practices 
I start Saturday. 


Musical entertainment and fund 
amental?? of football are on tap 
during tomorrow night’s annual 
Band and Gridiron Preview at tile 
Circleville High School field. 
The yearly event, sponsored 
by tho Circleville Band Mothers, 
will start at 8 p. rn. Highlights 
will include appearances by the 
CHS Band and football teams, a 
presentation by the Davis l e ­ 
mons Drum Corps, an exhibition 
by the Carverettes Drill Team of 
Chillicothe and a musing com 
edy routine by several 
b r a v e 
Band Mothers. 
The Preview is conducted here 
each year by Die Band Mothers as 
part of their continual efforts to 
purchase and maintain uniforms 
for the CHS Band. The Band was 
outfitted in new uniforms 
l a s t 
year, 
largely 
through 
proceeds 
gathered at 
Previews conducted 
the past few years. 
Com rn ii tees already have been 
named fur Friday’s big event by 
Mrs. Ned Harden, Band Mothers 
president. Prizes will be awarded 
to band members selling the most 
preview tickets. 


Archbold Pacer 


Wins Fair Feature 


COLUMBUS, 
Orio 
(AP)—Cot 
fee 
Break, owned by C 
& 
M 
Stables of Archbold Oh i o , won 
the featured $211,500 Director of 
Agriculture Pace for 3-year-olds 
ai the Ohio State Fair Wednesday 
after 
setting 
a 
record 
for the 
event in a q ualifying heat. 
The bay colt, a prime Little 
Brown 
Jug 
candidate, 
ran the 
second heat in 2:01. Tile old rec­ 
ord. 2:02 4-5, was held jointly by 
Major (roose in I9 60 and Honest 
Time in 1961. 
Coffee Break won tile final in 
2:01 3 5, ahead of Play Bill and 
third place Federalist. Federalist 
had won the first heat in 2:02 
I 
Memo Clem set a track record 
; for trotters by winning the eighth 
j race in 2:03 15 to take the $5,400 
Maturity Trot. 


TUE CARVERETTES, a precis­ 
ion drill team, will be under the 
direction of Bob Walker. The unit 
has appeared 
at the Circleville 
Ihnnpkin Show and is now train­ 
ing for an appearance on the Ted 
Mack Amateur Hour in New York 
City. 
Sharing a portion of the eve­ 
ning’.* spotlight will be Hie 19 62-63 
edition 
of 
T r u m a n 
Eberly’s 
Marching Band. Members 
t h i s 
year are: 
Percussion — Larry E c c a rd , 
Paul Hill, Granville Jones, Mike 
Lorentz, Mike O’Donnell, Don Phi­ 
fer, Diane Crabtree, Sharon Dos- 
ler, Cathy Griner and Marinel j 
I/eist. 
Trumpet — Bill Bennett, Martha 
Conrad, Chuck 
C r i s t , Kenneth 
Dewey, Brenda Downing, Charles 
Hurley, 
Bob 
Kenworthy, 
Larry 
Lane, Doyle Painter, Larry Plum, 
! Steve Spicer, Gary Thomas, Judy 
Wharton and Steve Bowers. 
Trombone — Bruce Barnes, Bill 
Clifton, Pete Ehmling, 
G e o r ge 
Grigg, Nancy Harden, Dick Pa­ 
trick and Glenn Plum. 
Baritone — Doug Bunkie, Sally 
Linn and Dave Thomas. 
Altonium — Sandy Barthelmas, 


Linda Bowers, 
L i nd a Fletcher, I 
Melody Greenlee, Harriet Jones 
and Lynn Rickey. 
Sousa phone—Ray Ferguson and 
Harold Lee. 
Saxophone —* Bill Diehl, Eddie 
Evans, Roger Grigg, Connie Mc­ 
Cain and Wayne Winner. 
Flute — Brenda Johnson, Nancy 
Pickel, Karen Sampson, 
S a nd y 
Shellhammer and Ellen Young. 
Clarinet — Marlene Brown, Di­ 
ane Dick, Carol Fletcher, Patsy 
Gallion, Roberta Good, 
N a nc y 
Grant, Linda Kline, Ixda Lagore, 
Kathleen Owens, Diane 
Rhymer, I 
Beth Rickey, 
Ruth Seibel, 
Bam 
Sweeney, Amelia Thomas, Norma 
Troutman, Dwight Wilson. Diana 
Wise, Nancy Yates and John War­ 
dell. 
Drum majoress — Norma Eas- 
terday; head majorette — Linda 
Benzenberg; majorettes — Margie 
Cook, Elaine Goldschmidt, 
J i l l 
Jenkins and Pam Speakman; flag 
bearers — Ellen Jenkins and Don­ 
na Pontius. 
The football phase of the pro­ 
gram, directed by head coach Carl 
Benhase, will feature an 
intro­ 
duction 
of 
pl a y e r s , 
assist­ 
ant coaches, managers and cheer­ 


leaders. This will be followed by j 
a 20 - minute clinic on gridiron ! 
fundamentals. 
One portion of the clinic will 
show how players react to the 
new one-man defensive sled pur­ 
chased this year by the Circle­ 
ville Booster Club. 
Second leg of the clinic will dem­ 
onstrate passing fundamentals, in­ 
volving the Tiger ends and q uar­ 
terbacks. Next wall come 
ball- 
carrying skills, to be displayed by 
the Tigers’ “Fantastic Four” and 
other backs. 
The final phase wall be a field 
goal exhibition 
by 
Ray Taylor, 
CHS kicking specialist. 


The New York 
Rangers have 
moved their National 
H o c k e y 
league training camp from Gu­ 
elph. Ont., to Vancouver, B. C., 
this fall. 


Circleville'! Only 
DRIVE-IN BANKING 


m n* 


Ebenhack Pacer 


Favored at Scioto 


Abbe Vo, owned and driven by 
F. rn mitt Ebenhack. Route 2, la an 
early 
pre race 
favorite 
on 
th® 
morning line for tonight’* feattua 
race at Scioto Downs 
Abbe Vo, stallion son of Domin­ 
ion Grattan, will go in the seventh 
race, a well handicapped C 2 pace. 
It will he I .ache* Night at Scioto 
After wanning a stakes race over 
an off track at Wellston, Abbe Vo 
has been improving steadily with 
a pair of second place finishes in 
2:06 Ebenhack has the good pacer 
sharp after his last race in which 
he finished a head behind Sam Cal­ 
las (Jarsilio. 


STARTI NG MONDAY 
LABOR 
DAY 
THRI LLI NG 
RUNNI NG 
RA CFS 
74 DAY AUTUMN 
MHT AT 
BEULAH 
PARK 
OHIO S FINEST TRACK, 
sn tor bach * tor tkobouohiiioi 


FAMOUS JOCK!I t 


LUXURIOUS ClUBHOUSl 


BAHO TtBBACr • DININO BOOMS 


SNACK BABS 
D aily, except 
S u n d a y — R a in or 
Shine through Sept, 29 
COST TIME: D aily 2.30. Labor Day A 
Sals. 2:15 p m (Daily double close* 
ft min. before 1st race) 
A D M I S S I O N : G ra n d sta n d — (LO O 
Clubhouse — $2.00 
R A N K IN G : Grandstand; 
25C. 
Club 
house: SOC 
lADKS ADMITTY m t IVIBX TUtSOAV 
BEULAH PARK 


Grove City, O. — just 
Columbus. 
I mm. SW of 


WESTERN 
AUTO 
ASSOCIATE STORE 


Carry 
Reming to n 


Young Russian 


Wins in Tennis 


FO REST HILIjS, N Y. 
(AP)— 
Seventeen - year-o I d Alexander 
Metreveli of the Soviet Union, 
Wednesday 
won 
his 
q ualifying 
match and earned a spot in the 
National 
Tennis 
Championships 
The tournament-proper gets under 
way Friday. 
Metreveli, shaky at the start, 
downed 
Bronson \ an 
Wyck 
of 
Montclair, N.J., 3-6, 7-5, 6-3. 6 2 
in 
one 
of 
live 
two 
q ualifying 
rounds played at the ram-drenched 
West Side Tennis Club. David Asz 
of Israel turned back Ed Turville 
Jr., of St. Petersburg, Fla., in the 
other, 6-4, 3-6, 8 6, 1-6, 6-4. 
! 
Metreveli thus became the first 
Soviet player ever to win a tennis 
match in the United States. 


GUNS & AMMUNITION 


1962 Hunting 


License 


Issued 


HUNTING COATS 
$5.95 UP 


Hea dqua rters 
Fo r Hunters! 


LABOR DAY WEEK 
AHEAD I 


/TAKE ALONG A KODAK 


END 


CAMERA 


S U M M E R E N D C L O S E O U T S P E C IA L S 


M O V IE C A M E R A S a nd 3 5m m C olor Slide C a m e r a s 


UP 
TO 3 5 % O F F 


Here is y o ur la st cha nce to pick up a rea l buy , 


KODAK FILM or POLAROID FILM 


UP TO 20°o OFF 


Black and White Film 
R ex 
3 $1 


I 
I 


W e Give Top Value Stamps 


yexoll 
1RCLEVILLE 
DRUG STORC 


The Cleveland Browns have bea 
ten the Detroit Lions only once in 
eight tries in National 
Football 
League competition. 


ll 
i i i * rn 


Shortstop Dick Groat of the Pitts­ 
burgh Pirates 
played 
American 
I Legion baseball. 


CIRCLEVILLE^ 


COMPLETE 


SHOPPING 


CENTER— 


CIRCLEVILLE 


HARDWARE 


CO. 


Spend 


Labor Day Weekend 


At 
Ivywood Lakes 


Open All Night 


Friday, Saturday and Sunday 


Prizes Given Away 


Stoc k e d A ugus t 2 4 a nd 2 9 


Bait, Refreshments and Picnic Area 


Ta ke Wa lnut Creek Pike to Perrin Ro a d 
Turn Rig ht o n Perrill 
Phone 837 -2 86 2 


SAVE ON YOUR 
FOOD BILL 


ZI 


EVERY DAY! 


Stock Your Freezer with 
CHOICE BEEF 
A N D PORK 


Beet by Side or Qua rte r- 


Whole or Hall Hog! 


Drawer and Door Type Lockers 


For Rent 


Custom Slaughtering Our Specialty 


CI RCLEVI LLE FAST FREEZE 
IGI Ediso n Av e, 
C A L L GR 4 -2 7 0 1 


DISCOUNT 
PRICES 


NYLON TIRES 


• Up to 4 4 0 % Grea ter Bruise Resista nce 
• Si ped to Prev ent Skidding 
• Tested to 7 0 % Pressure 


Bond 
Nylon 6.70 x 15 
12 Mo. Guarantee ............ 


Delux e 
Ny lo n ti.70 x 15 
24 .Mo , Co ura nte® 
$ 1 3 . 9 
0 * 


Premium 
Ny lo n 6.7 0 x IS 
36 Mo . Gua ra ntee 
$1 6 
.45* 


•Plus Fed. and JSiale Taxes and Your Old Dr® 


Mo o res 1 5 6 Busy Sto res Celebra te 2 5 
Yea rn o f Serv ice a nd Disco unt I*dices 
MOORES 


I i i » . tO U H T HI 


SPORTS 


T h e C ir c le v ille H e r a ld 
9 
T hu r. A u g u s t 30, 1962 
O n icvilht. O hio 


Scioto Downs 
Entries, Results 


NC'(OTO ll KH ll I.TM 
C o r W eclnrnd*y N ig h t 
t trill lou t* 
C U T rot 
>.\oo 
Yank*-*’ 
11**IO* 
5 60 
ll HO 
2 HO 
M y stery Chim e* 
4 20 
3.20 
Away A gain 
3 HO 
T im e : I 10 2 
Alta* S ta rte d 
C laud 
A irw orthy. Ja n u a ry S tar, C ellarin'* 
G irl, 
G ran d 
Q ueen 
Volo, 
Ja in l- 
phone. 
D anielle I’ateh en . 
Second 
H are 
M alden T a t e 
*500 
d i e t l«ynn Ia*t> 
S HO 
4.40 
3.60 
Abbe M ighty Boy 
12 HO 
H 60 
V olo F o i b e * 
4 20 
T i m e 
S. 08.1. 
Albo 
S t a r t e d 
E n ­ 
s ig n 
I J o y d , Mian 
I .are d o , 
F i n a l e 
Ital, Tammy H e ed , F l u k y S a n d y , 
M o n tic ello Chn*. 
>500 
6 20 
3.00 
4 60 
On 


11.OO 
4 Ho 
3 HO 
3 60 


T hird R ace 
C-3 T rot 
G ra n d T riu m p h lh 20 
12 00 
Speedwell 
6 OO 
J a n ie Brook 
'lim e 
2 071 
Also S ta lle d 
way, K iana I). Ja ck son . B lig h ter 
D ay s, T h e Bick, O C a S tar. 
F o u rth R ace 
i i I’m * 
><*00 
lam s 
F irst 
8 20 
3 HO 
3 00 
Iva 
A 
3.00 
2 40 
C o m m a n d o Pick 
2 HO 
T im e 
2.003 
Also S t a r t 'd 
F iU eo 
E a rl, D ire c t Gold, Volo Bill, Belly 
Creed. 
(SciN iched • Kid Coyote) 
Filth H e r o 
C-2 P a c e 
T rin e 
Let* 
20 2) 
lo c o 
Chief 
Bill John 
ti 60 
A m b er J e r r y 
T im e 
2 na I 
Ala J S ta rte d : Della 
D ares, G r i n d P r i m o , U iko A lb e , 
D irent I Jo hn ny , Lcky Brob., 
sixth R a c e 
C*i P a c * 
>700 
K aren 
P u rd u e J).60 
4 40 3 40 
C a radio 
ti 40 3,80 
HuveriU 
4 20 
T u n e : 
8.06 
Also S ta rte d 
Big 
B obby Lee, KH it Line, T a.igU w ood 
Will, 
H iaw ath a 
B al, 
I avowta 
Snow. 
S e v e n th R a t e 
It-J P a t e 
>1000 
Foggy Night 
6 00 
3 60 
3 20 
P e te r R a b b it 
4.60 3 20 
B ritt Hock 
4 20 
T im e: 2 Oft 
Also S ta rte d . Je tin a . 
H a /e .mn, 
N e n a n a s 
Boy, 
P en ny 
HUI. J a n e ll. Counsel. 
E ighth H a te 
C-3 P a r e 
>500 
Rot a1 
D re a m 
11 20 
7 20 
5 OO 
M r M arion S tar 
7 HO 
HO 
K ak alac 
3.40 
T im e : 2 07 2 Also S ta rte d : G Ma- 
linda 
Volo, 
Drex 
Cash, 
Donnie 
Counsel, M ighty Fit/. 
(S c ra tc h e d - Sassy C o m m a n d e r) 


S H O T O E N T R IE S 
For F rid a y N ight 
F irs t R a c e 
P a c e C-3 
>500 
I. San Volo . . . 
B. D em p sey , J r . 
2 
A raboy 
............. 
C 
Lovett 
3 
Tile Widow Je a n !* 
C Fleure 
4 
C a d y C a t ...................... 
D. P a v e r 
5. Sue H 
N Beebe 
6 Voting L ady ........... 
R 
Rankin 
7 J a m i e ’s Song 
. . . 
H H ackett 
H F o re st T im e 
E. Growl 
9 
Ace of D iam o nd s 
D. Burnie 
AF. Noons H ope 
A, R ich a rd so n 
Second Race 
Pare C-3 
>500 
I. D irect Me ........... 
2 C a b le ’s Koval 
3 
Shooting 
H avens 
4 Buck L ybrook 
5. D u k em ite 
, 
C, 
6. F risk y Key ......... 
7 
Iron D uke 
6 D ip lo m a t’s D re a m 


9 B row n Sand . . . 
a f : A lberta D 
T h ird R a re 
P a c e C-3 
1 Jc i, wav Jim 
. . 
2 
H ecto r B ell ___ 
. 
3 
Bal Cornell 
. . . . 
4 L is m a n Day ........ 
5. A bbe Rose 
6 
B aby 
Bal 
........... 
7. A Real Joe ......... 
B K 
J Axom ite 
AK L yn n De* Bal 
F o u rth R a re 
P a c e 
1 J u d a M. D irect . 
2 
L oren a Counsel 


M 
K innett 
G 
Williams 
I. 
Rhodes 
K 
R ankin 
A lbertson ,<r. 
T.B A. 
E M cIntosh 


D 


3 T ony Volley 
4 
111 W 
k M isty ........... 
5 Demon N aylor....... 
6 R e g g ie’s L a d y ........... 
7 D usty P Bal ....... 
8 Dixie C ry sta l 
J. 
F ilth Rat e 
P a c e I -2 
1 M iss 
K e rr 
It. 
2 
Miss Vie 
3. M a jo r Byron 
6 V iig ie ’s F irst 
ft. T iny B , ............. 
6 Virgie « F irst 
7 Betsy Vo 
8 
ll So Also 
AF! O iief Billjohn 
Sixth R a r e 
P a c e C l 
>100 
I. Royal Teas ............. 
K 
Rankin 
2 
P a t W ayne 
3. M y Ia*<» 
......... 
J . 
4 Chief Isaac 
ft R endezvous T r a d e r 
6 M cD aniel O. Boy 


Mac Pherson 
S R o I c ei % 
T R A 
>500 
W G rove 
E. Crow I 
G Williams 
D, 
D en n y 
I,. F o rtn e v Sr 
F.. War 
H 
Beati v 
Peterson 
P. Cobb 
1606 
T .B A. 
F. 
le w d e r 
I. Rhodes 
F. Short 
F. Boyer 
R. P otts 
D. Wilson 
Applegate 
>606 
McCoimaugiic.y 
F. Short 
W 
D avis 
J 
Betis 
H J. Brow 
J Betta 
S Silencer 
R. 
A lti/or J r . 
C. E w e rs J r . 


R 
B u rn ett 
M cP h e rso n 
R. W ehner 
It 
G a rrity 
G 
W illiam s 
7 Yortown 
......... 
It. Cheney 
8 D a n n y B o y ............... 
P. Cobb 
Seventh R ace In vitational Trot*250(1 
1 E x p re s s M ahion 
G. W illiam s 
2 J i m m y Hall 
W Sm ith 
3 
Pi uteri a 
J . W oebkenberg 
4 M r 
A m b a ssa d o r 
F., S am ples 
ft P r o m p t H ano ver 
ll Mr. C 
7. T e rr y Averill .. 
8 L ord C hutney 


L M yers 
lf 
Chiles 
L Bolder 
R H ack e tt 


CIRCLEVILLE 


HARDWARE 


CO. 


Viking Triumphs 
In Hambletonian 


DU QUOIN, III. (A P)—Sanders 
(The P re ac h er) Russell, esteem ed 
by his 
I m in e r-driver colleagues, 
has plucked the second, and shmi- 
cit, 
jewel 
in 
harness 
racing's 
Triple Crown l>y scoring an ex­ 
tremely popular trium ph in the 
$116,612 Hambletonian with A. C .'s 
Viking, 
'rho 
slender, 
silver 
haired 
Alabam an, dean of the field at the 
age of 62, guided the powerfully 
big bay son of Hoot Mon to a 
successive heat victory 
Wednes­ 
day 
The tim es over the clay 
mile 
Yanks Crowned 
2nd Round TV 
LL Champions 


Reds, Yanks Will 
Meet’ in Best of 
Three Series Tilts 


F ig h lh R ace 
P a c e 17 ( lax* >30(10 
1 M iss Delightful 
R 
C o rm ier 
2 S enor Adios . . . . 
W H en m an 
3 
Avon D a rk y . 
J 
M cP h e rso n 
4 
F risco Bal 
R. A lti/er J r 
ft 
P lashy Plaid 
_____ 
D. Cahill 
6 'I re ai, lire T rov e 
R C heney 
7 
Iowa 
L ieutenant 
if. 
D oggett 
Ninth R a re 
P a r e C t 
>500 
1. G u y S ta r 
........... 
P 
L an e 
2. P rin c e M ajesty . . . 
W 
Page] 
3. T ry B aby 
. . . 
R 
D oggett 
4 
B uay m lt* 
C. Albertson, Jr. 
6 
M acw lck 
. 
It. Q g rrtty 
6. 
Scotty ii G oo** 
D. Buss* 
7 Choice Abl)* 
E . Pea.secker 
« 
F in d B ro th er 
ft, Fuller 
AF, Quite A G uy . , 
V. 
Miller 


CIRCLEVILLE 


COMPLETE 


SHOPPING 


CENTER- 


The Yankees 
won the second 
round championship of tile Teays 
Valley little l e a g u e with a 5-0 
m ark by 
belting 
the 
Cardinals, 
8 2, In the season’s final gam e. 
The Kedlegs moved into a sec­ 
ond place tie with the Dodgers 
and the Giants with a 6-5 vic­ 
tory 
over 
the 
Dodgers 
and 
the Giants won 13 6 over the win­ 
less Indians. The Reds. Dodgers 
and Giants all 
finished 
w i t h 
i d e n t i c a l 3-2 second 
round 
marks. 
Timely hitting and superb pitch­ 
ing w ere the standout features in 
the Yankee - Cardinal gam e. Hon 
L am bert 
scattered 
six 
C ardinal 
hits and belted two 
home 
runs. 
L am b ert’s homers were his eighth 
and ninth of 
tile season. 
G reg 
Groves, I^*e Curry and Hob Cook 
each chipped in with 
a 
pair of 
hits. 
Redleg hurler Chet Gloyd cam e 
to the aid of starter Rex Gregg in 
the fifth inning after Bill Welsh’s 
leadoff hom er pulled the Dodgers 
to within one run of the Redlegs. 
Gloyd prom ptly retired Hie side in 
order in the fifth and six innings. 
He struekout all six m en to face 
him. 
G R E G G ’S bases 
loaded 
single 
in the fourth inning with the Reds 
holding a narrow 3-2 lead, proved 
to be Hie big blow of the gam e. 
It pushed the Reds into a 5-2 lead 
and set the stage for Gloyd’s gam e 
clinching horner in the fifth. Welsh 
paced tim Dodger attack with 
a 
hom er and a double. Don Stir also 
blasted a homer for the Dodgers. 
Gene Neff, the league’s leading 
hitter had four singles and a tri­ 
ple to pace the G iant’* hitting a t­ 
tack. Wayne Brown and G ary Rife 
each rapped out solo hom e runs 
as the Indians closed out the sec­ 
ond round with an 0-5 record. Dick 
B a rr was the winning p i t c h e r, 
while Wayne Brown was charged 
with the loss. 
The Yankees, 
second 
r o u n d 
cham ps, 
and 
the 
Redlegs, 
first 
round winners, will oppose each 
other in a hest of three series 
to 
determ ine 
the 
Teays 
Valley 
little league championship. 
The Reds belted the Yanks in 
the first round H I, behind the 
two hit pitching of ( ‘bet 
(Boyd 
and the Yankees edged the Reds 
2-1 in the second round, behind 
the pitching 
of Ron 
Lambert. 
Lambert since taking o \e r the 
pitching chores for the Yankees 
has been unbeaten in four starts 
and will tote a 4 0 record Into 
the championship fray, w h i l e 
the Redlegs O w l Gloyd will car­ 
ry an im pressive 7-2 mark into 
the battle. 
The Yankees w i l l feature 
an 
array of hitters in Dale and lion 
L am bert, Boh Cook, Brent Roof. 
Grog Groves and Iah* Curry, all 
of whom are hitting above the .300 
m ark. The Reds will also In* sup­ 
plied with plenty of power in Chet 
Gloyd, Van and Rex G regg, Bill 
Hall, Dan Hicks and Gary Heath, 
all of whom are hitting over .300. 


oval at the DuQuoin blate Fair­ 
grounds were 1:5U l f and 2:00 
flat. 
In each heat, Viking cam e from 
behind in an overpowering stretch 
charge. He won the first by one 
anti mi ce quarter lengths o v e r 
Safe Mission and Joe O'Brien, aud 
squeezed 
oui t he 
second 
over 
isaac aud John Simpson. 
ivecoiu 
ham m eiom an neats 
of 
1:58 2-5 and 1:50 were established 
last year ny italian Dean. 
The Preacher and Viking will 
concentrate now on winning the 
third leg of Hie Triple Crown—tile 
Kentucky Futurity at Lexington, 
Oct. 5, worth an estim ated $50,000. 
I tie first jew el — toe $105,423 
Yonkers 
Futurity—waa 
captured 
by them JuJy IU. 
The nam bietonian triumph was 
worm 
lo V ming s owners, 
Mr. and Mrs. A. C. Petersen oi 
West Hartford, Conn. 
It was Viking's lith victory rn 12 
starts this season, and his ninth 
sn aignt. it duos leu ms total earn 
lugs to $108,173. 
Based on heat finishes, the next 
three money winners behind A.C .’s 
Viking were: 
becuna; isaac, driven by 
John 
Simpson, 5-2 heats, $28,570; third: 
Safe Mission, Joe O’Brien, 2-12, 
$17,142; fourth: im pish, Frank Kr- 
vin 3-5, $5,714. 
The rest of tile field lmishtjd 
tins way: 
Lord Gordon 15 3, Spry Rodney 
4 4, Nathaniel 6-10, Rooney llan 
over 10-6, Sprite Rodney 7-8, Va l­ 
lo Hanover i3-<, Worm Seem n j , 


Asa Elsea Set 


For Practice at 


Bowling Green 


REACTION SLED — Here Is the defensive reaction blocking sled purchased for the CHS football 
team by the Circleville Booster Club. The sled, highly praised by the Tiger coaching staff, teaches line­ 
men to react to various moves by opposing linem en. Demonstrating here is Coach John Adler (right) 
and lineman Steve Thornerson. The machine will he demonstrated during tomorrow night’s Band and 
Football Preview at the CHS gridiron. 
(Staff Photo) 
Bandsmen, Footballers Set 
For Preview Performances 


Asa Elsea, son of Mr. and Mrs. 
Robert W. Elsea, Route 3, place 
kicker for the Bowling Green Pal 
cons, is one of 62 grinders invited 
to report for fall practice at Bowl­ 
ing Green today. 
Elsea has kicked for 43 points 
after touchdowns in the past tw'o 
years, He will he 
extending 
his 
own record every time he boots 
an extra point this year. 
Although ELsea’s two l e t t e r s 
have been earned by his kicking, j 
he may see plenty of offensive ac- 
Bon at center, according to F a l­ 
con coach Doyt Perry. 
Mid American conference cham ­ 
pions in two of 
the 
past 
three 
years a n d runner up the o t h e r 
season, Bowling 
G reen’s football 
fortunes will rest on the shoulders 
of a practically an all-senior sta rt­ 
ing lineup, backed by m any mex- 
perienced reserves and 
s o p h o- 
mores. 
Coach P erry appraises his team 
as lighter than last year, but feels 
that the over all 
team 
speed 
is 
better. 
The Falcons have 22 
returning 
! letterm en 
this 
year. 
Only 
two 
starters in the 
line 
return, 
but 
there are 14 letter-winners buck­ 
ing for starting positions. 
Beginning activity for the grid­ 
d e d will be equipm ent issuing, 
physical exam s, publicity pictures 
and a general organization m eet­ 
ing Friday. 
Two-a-day 
practices 
start Saturday. 


Ebenhack Pacer 


Favored at Scioto 


Abbe Vo, owned and driven hy 
E m m itt Ebenhack, Route 2, Is an 
early 
pre race 
favorite 
on 
tho 
morning line for tonight’* featm a 
race at Scioto Downs 
Ahbe Vo, stallion son of Domin­ 
ion Grattan, will go In the seventh 
i race, a well handicapped C 2 pace. 
It. will he Ladies Night at Scioto. 
After winning a stakes race over 
J an off track at Wellston, Abbe Vo 
has been improving steadily with 
a pair of second place finishes in 
2:06 Ebenhack has the Rood pacer 
sharp after his last race in which 
he finished a head behind Sam Cal- 
Li’s Carsilio. 


Musical entertainm ent and fund 
amental,s of football 
are on tap 
during 
tomorrow 
night’s 
annual 
Band and Gridiron Preview at tile 
Happy New prt 9 15, Delight D an 
Circ|eville „ igh School fi* ld 


The yearly event, sponsored 
over 11-11, u You m d 12-J3, D ou­ 
ble T. 14-14. 
A record crowd of 37,718 p o u r­ 
ed into the fairgrounds for H am 
bletoman day. The stands w ere 
capacity-packed with about 25,000, 
while tile others 
nulled 
around 
outside in a carnival like aura of 
the 
midway. 
P arim utuel betting 
is prohibited by state law. 
H arness racing history is with­ 
in tile g r a s p of the 
P reach er 
and Viking. Only once has tl$e 
sam e horse—Scott Frost—and the 
sam e driver—Joe O’Brien—g ra b ­ 
bed the Triple Crown. They did it 
in 1955. 
R u s s e l l 
had 
to 
put 
aside 
crutches to get into the sulky. 
He has been hobbled with an in­ 
jured right ankle since a racing 
m ishap in late July. He wore ai 
tennis shoe and a Light cast and 
rested the foot on padding to his 
stirrup. 
“ Forgot it was even hu rt," he 
preview tickets, 
chuckled. “ I had strategy p la n ­ 
ned but only to get Viking iota 
position, then I drove him by ear. 
“ It was only the second an d 
third tim e since I started d riv ­ 
ing in 1915 th a t I had miles of 
two minutes or better. This is the 
hest horse I ever h ad , and he is 
completely 
sound 
and 
well 
be­ 
haved. 
Ile 
will do 
better 
w ith 
tim e, and certainly Is capable of 
more effort that he showed. We 
certainly will he shooting for th* 
Triple Crown.” 


yearly event, 
by the? Circleville Band Mothers, 
will start at 8 p. rn. Highlights 
will include* appearances by the 
CHS Band and football team s, a 
presentation by the Davis l e ­ 
mons Drum Corps, an exhibition 
by the Carverettes Drill Team of 
Chillicothe and a rousing 
com ­ 
edy routine by several b r a v e 
Band Mothers. 
The Preview is conducted here 
each year by Hie Band Mothers as 
part of their continual efforts to 
purchase and maintain uniform s 
for the CHS Band. The Band was 
outfitted in new uniforms l a s t 
year, 
largely 
through 
proceeds 
gathered at 
Previews 
conducted 
the past few years. 
Com mittees already have been 
nam ed for F rid ay ’s big event by 
Mrs. Ned Harden. Band Mothers 
president. Prizes will be awarded 
to band m em bers selling the most 


A rch bold Pacer 


W in s Fair Feature 


COLL MBITS, 
Orio 
(A P )-C o f 
fee 
B reak, 
owned 
by 
C A M 
Stables of Archbold O h i o , 
won 
the featured 
$23,500 Director of 
Agriculture 
Pace 
for 3-year-olds 
at the Ohio Stat* P air W ednesday 
after 
setting 
a 
record 
for 
the 


THE CA R VERETTES, a precis­ 
ion drill team , will be under the 
direction of Bob Walker. The unit 
has appeared 
at 
the 
Circleville 
I\im pkin Show and is now' train­ 
ing for an appearance on the Ted 
Mack A m ateur Hour in New York 
City. 
Sharing a portion 
of 
the 
eve­ 
ning’s spotlight will be tile 1962-63 
edition 
of 
T r u rn a n 
E berly’s 
M arching Band. 
M em bers t h i s 
y ear are: 
Percussion — L arry E c c a r d, 
Paul Hill. Granville Jones, 
Mike 
Lorentz, Mike O’Donnell, Don Phi­ 
fer. Diane C rabtree, Sharon Hos­ 
ier. 
Cathy 
Griper 
and 
Marine I 
Deist. 
T rum pet 
Bill Bennett. M artha 
Conrad, Chuck 
C r i s t , 
Kenneth 
Dewey, Brenda Downing, Charles 
Hurley, 
Bob 
Kenworthy, 
Larry 
Lane, Doyle Painter, Larry Plum, 
Steve Spicer, G ary Thom as, Judy 
Wharton and Steve Bowers. 
Trom bone — Bruce Barnes, Bill 


lin d a Bowers, 1. 1 n d a Fletcher, j 
Melody Greenlee, H arriet Jones 
and Lynn Rickey. 
Sousa phone—Ray Ferguson and 
Harold Lee. 
Saxophone 
Bill Diehl, Eddie 
Evans, Roger Grigg, Conine Mc­ 
Cain and Wayne Winner. 
Flute — Brenda Johnson, Nancy 
Pickel, K aren Sampson, S a n d y 
Sheilharnm er and Ellen Young. 
Clarinet — Marlene Brown, Di­ 
ane Dick, Carol 
Fletcher, 
Patsy 
Gallion, Roberta Good, N a n c y 
G rant, Linda Kline, Lola Lagore, 
Kathleen Owens, Diane 
Rhym er, 
Beth Rickey, 
Ruth Seibel, 
Pam 
Sweeney, Amelia Thomas, Norm a 
Troutm an, Dwight Wilson, Diana 
Wise, Nancy Y ates and John W ar­ 
dell. 
Drum m ajoress — N orm a Eas- 
terday; head m ajorette 
— Linda 
Benzenberg; m ajorettes — Margie 
Cook, Elaine 
Goldschmidt, 
J i l l 
Jenkins and P am Speakm an; flag 
bearers — Ellen Jenkins and Don­ 
na Pontius. 
The football phase of the 
pro­ 
gram , directed by head coach Carl 
Benhase, will 
feature 
an 
intro­ 
duction 
of 
p l a y e r s, 
assist­ 
ant coaches, m anagers and cheer­ 


leaders. This will be followed by 
a 20 - minute clinic on gridiron 
fundamentals. 
One portion of the clinic will 
show how players react to the 
new one-man defensive sled pu r­ 
chased this year by the Circle­ 
ville Booster Club. 
Second leg of the clinic will d e m ­ 
onstrate passing fundam entals, in­ 
volving the Tiger ends and q u ar­ 
terbacks. 
Next 
wall 
come 
ball- 
carrying skills, to be displayed by 
the Tigers’ “ Fantastic F o u r” and 
other backs. 
The final phase wall be a field 
goal exhibition 
by 
Ray 
Taylor, 
CHS kicking specialist. 


The New 
York 
R angers 
have 
moved their National H o c k e y 
League training cam p from 
G u­ 
elph, Ont., to Vancouver, B. C., 
this fall. 


Circleville'* Only 
DRIVE IN BANKING 


a r n i 
V 
SIRI 


rCTESAHL. 
O T T 
11 ”7* SE 
Et RC LIVI IU. Oma 
Member EDIC 


STARTING MONDAY 
LABOR 
DAY 
THRILLING 
RUNNING 
RACES 


24 DAY AUTUMN 


M H T AT 
BEULAH 
PARK 
OHIO’S FINEST TRACK. 
i i i Tor r a c e s • Tor th o ro u o m ire d s 


FAMOUS JOCKEYS 


l u x u r i o u s CLUBHOUSE 


rATIO TERRACE • DININO ROOMS 


SNACK BARS 
D ally, e x c e p t 
S u n d ay — R ain or 
Shine through Sept. 29 
POST TIME: Daily- 2:30, la h o r Day & 
Sats. 2:15 p.m. (Daily double closes 
5 min. before 1st race) 
ADMISSION: G r a n d s ta n d — IVOO 
Clubhouse — $2.00 
PARKING; 
Grandstand: 
25$, 
Club 
house: 500 
LADIES ADMITTED FREE EVERY TUESDAY 
BEULAH PARK 


Grove City, O .— just * min. SW of 
Columbus. 


event in a qualifying heat. 
................... 
........... 
The 
bay 
colt, 
a 
prim e Little (’lifton, Pete Ehmling, (J e u r g e 
Brown 
Jug 
candidate, 
ran 
the c r jgg, Nancy H arden, Dick 
Pa- 
second heat in 2:01. Tile old rw -1 
,,nd Glenn Plum. 
orc!, 2:02 4-5. was held jointly by 
M ajor Goose in 1960 and Honest 
Time in 1961. 
Coffee Break won tile final in 
2:01 3 5, ahead of Play Bill and 
third place 
Federalist. 
F ederalist 
hart won the first heat in 2:02. 
Merrie Clem set a track record 
for trotters by winning the eighth 
race in 2:03 1-5 to take the $5,4% 
M aturity Trot. 


Baritone — Doug Dunkle, Sally 
Linn and Dave Thomas. 
Altoniurn — Sandy Barthelm as, 


Y o u n g Russian 


W in s in Tennis 


FOREST HILLS, N Y 
(A P )— 
Seventeen - y e a r - o ld Alexander 
Metreveli 
of 
the 
Soviet 
Union, 
Wednesday 
won 
his 
qualifying 
m atch and earned a spot in the 
National 
Tennis 
Championships 
The toum am cnt-proper gets under 
way Friday. 
Metreveli, 
shaky at 
the start, 
downed 
Bronson 
Van 
Wyck 
of 
Montclair, N J., 3 6, 7-5, 6-3, 6-2 
in 
one 
of 
the 
tw*o 
qualifying 
rounds played at the ram -drenched 
West Side Tennis Club. David Asz 
of Israel turned hack Ed Turville 
Jr.. of St. P etersburg, Fla., in the 
other. 64, 3-6, 8 6. 1-6, 64. 
M etreveli thus becam e the first 
Soviet player ev er to wan a tennis 
m atch in tile United States. 


WESTERN 
AUTO 


Carry fruM U A 
R pm iw J to fi 
(M b 
GUNS & AMMUNITION 


LABOR D A Y WEEK END 
AHEAD I 


J 962 Hunting 


License 


Issued 


HUNTING COATS 
$5.95 up 


Headquarters 
For Hunters! 


/T A K E A L O N G A K O D A K \ 
V 
C A M ERA 


SUMMER END CLOSE OUT SPECIALS 
MOVIE CAMERAS and 35mm Color Slide Cameras 


UP 
TO 3 5 % OFF 


Here is your last chance to pick up a real buy, 


KODAK FILM or POLAROID FILM 


UP TO 20°o OFF 


Black and While Film Rex . . . . 3 


W e Give Top Value Stamps 


exoii 


for $1 


IRCLEVILLE 


The Cleveland Browns have boa 
ten the Detroit Lions only once in 
eight tries 
in 
National 
Football 
League competition. 


Shortstop Dick Groat of the P itts­ 
burgh Pirates 
played 
A m erican 
Legion baseball. 


Spend 


Labor Day Weekend 


At 
Ivywood Lakes 


Open All Night 


Friday, Saturday and Sunday 


Prizes Given Away 


Stocked A u g u st 24 and 29 


Bait, Refreshments and Picnic Area 


Take Walnut Creek Pike lo Perrin Road 
Turn Right on Perrin 
Phone 837-2862 


S A V E O N Y O U R 
FOOD BILL 


U 


E V E R Y D A Y ! 


Stock Your Freezer with 
CHOICE BEEF 
A N D PORK 


Beef by Side or Quarter- 


Whole or Half Hog! 


Drawer and Door Type Lockers 


For Rent 


Custom Slaughtering Our Specialty 


CIRCLEVILLE FAST FREEZE 
IGI Edison Ave. 
C A L L G R 4-2701 


DISCOUNT 
PRICES 


D u p o n t 
NYLON TIRES 


• Up to 440% Greater Bruise Resistance 
• Siped to Prevent Skidding 
# Tested to 70%' Pressure 


Bond 
C 
A 
CJO * 
Nylon 6.70 x 15 
R H M . U U 
12 Mo. Guarantee.............. 


Deluxe 
C f i O H * 
Nylon 
x 15 
* 
I C 
24 Mo. Guarantee ................. 
I m r 


Premium 
AL 
Nylon 6.7(1 x 15 
* I 
36 Mo. G u a r a n te e ......................... 
■ \A r 


•Flu* Fed. and Slate Taxes and Your Old Tire 


Moores 156 Busy Stores Celebrate 25 
Yearn of Service and Discount Pdices 
MOORES 


115 S. COURT ST. 


> 


43x 


ise 


M c 


Classifieds 


Phone G R 4-3131 


P c t word on# insertion 
(M inim um charge 
OO) 
Per word for 3 insertion* 
... 
(M in im u m 
to 
words) 
P e r word for 6 Insertions 
........ 
(M inim um in words) 


Pe r word monthly 
......... 
(M inim um IO words) 


a b o v e r a te s 
b a s e d o n c o n s e c ­ 


u t i v e D A Y S 
Classified word Ads will b* 
until l p m . previous day for pub) loll 
lion Ult 
following da' 
The p u n ch e r 


rest ryes the right to edit or r e j e c t 
any advertising copy. 
E r ro r in Advertising 


ahcutd be reported im m edlate.y. Th* 
C i r c le v il le H erald wilt not he r*apon- 
slMe for more than on* incorrect ta- 
sertion. 


4. Business Service 
13. Apartments for Rant 


Vt A S H E R S 
and 
dryers 
repaired 
*11 
make- 
IR years experience 
All work 


guarantee <1 
nerving 
Pick a w a y Court- 


Econom y 
Appliance service 
Y U . 
tv. 
B-2 1 By. Rt. 
er. 
I Ashville. 
E rn ie Lahrm- 


3 F U R N I S H E D rooms. A d u l t * , 


G R 4-2081. 


5 O R 6 
RO O M S *nd bath 
unfurnished 
Close downtown. C all G R 4-5275. 


2 
R O O M S 
f u r n i s h e d , 
upstairs. 


G R 4-3269 , 029 S. Washington. 


3 RO O M upstairs furnished apt , util- 


(ties. 
adults, 
M rs 
Fr-ank 
M orrison, 
___________ 
EIO N. Lo n g 
st . 
' h die 
v t 3 tfi.>4 


B ° . Y iJ ,VhedS °lferarid °ldp.tper ^ r o u t r '" 
N O R TH end, 
first 
floor 
five 
room , 


Kingston 
( ad The H erald, G R 
4 3131 
■ 
and m odern bath and kitchen 
strictly 
Circle Ville . b e t wee n hours 
8 a. in. to, 
m o d e r n . C all ow ner. Roy W o o d . 
5 p. rn. 
............... 


6. Male Help W onted 


G R 4 6234 


B O Y ll v rs 
old or older to take over 
established 
H erald 
paper 
route 
in 
1 4 ^ 
H < > U S e S 
f o r 
R e n t 


South Bloom field 
Coil 
I h e H erald, 
G R 4-3131 C ircleville, between houri 
--- 


8 a in to 5 p rn. 
, u n n v i hmi^e 
Stoutsville Road m ay 
2 RO O M house. 
, 
be seen evenings, V irg in ia Frazier. 


I. Card of Thanks 


W e 
wish 
to 
express 
our 
sincere 


thank, 
to our friends, neighbors and 


relatives for their kindness. LVjnP*J£ > 
beautiful 
cards 
and 
florad 
offer ng- j 


shown ai the death ° [ ™ r t e l 
o \ e d i n • 


tiler and stepfather JO S E P H W O L F E . ■ 
Stir cia I thank.-, to 
Rev 
O 
F 
Gtbb-^ 


Defen haugh 
Funeral 
Home 
and 
the 


Horsem an of the C i r c l e v i l l e fair- | 
grounds and Scioto Downs. 
Amos W olfe 
and 
daughter. 
E liz a ­ 
beth 
Mrs. 
Rebecca 
Cox, 
Law rence 


Stout. M rs. G race M. Ham m er. 


I A. Help W an ted General 3 r o o m cottage >:to a month 
K 
1 
811 S 
Scioto St., or Phone G I 
Inquire 


{ a 1284. 


M A R R IE D 
couple 
between 
sges 
50 
’ and 60 with a car, to live in and take 


care of two elderly jx-ople 
Room and 


board 
good salary 
' an A l 1 6.2151 or 


w rite Mrs 
Elm e r Sh u ffler, RI, 2 W il­ 
liam sport, O. 


7. Female Help W anted 


6 RO O M , «a double, 8 miles east, $30. 


C all G R 4-3047. 
_____________ 


2 
B E D R O O M 
modern 
house 
located 


2 m iles east on Lan caster Pike, good 
reference, stop after six 


4 RO O M house, with bath, large yard. 


Nice home for sm all fam ily with ref­ 
erences 
Inquire 
at 
127 
Scioto 
S t , 


Ashville, Ohio. 


18. H o u m i for Sal* 


T R IC E R E D U C E D TH IS W E E K 
O N LY. Buyer has opportunity 
to buy this four bedroom home 
at reduced price this week. Full 
basement and separate dining 
area. In good Circleville loca­ 
tion and fine school area. C A L L 
I NOW — 
Ha tfield Rea lty 


157 W. Main St. 
Circleville, Ohio — G R 4-6294 
M. Spalding — G R 4-5204 
V. Grubb — G R 4 4321 


18. Houses for Salt 


2 Y E A R old — t bedroom home, g a r­ 
age attached, I block b o m elem enta­ 
ry school. O w ner 
being 
transferred 


soon. G R 4-4714 


2. Special Notice 


P IA N O 
lessons 
G R 4-7478. 
S a t u r d a y s , 


3. Lost and Found 


W A IT R E S S with Cocktail 
Lounge and ' 


restaurant 
experience 
Send 
b r i e f 


resume to Box 35 B c o The H erald, i 


9 . Situation W anted 


15. Sleeping Rooms 


P L E A S A N T rooms for rent. G R 4 6480. 


W IL L do baby sitting b: 


a n 4 5118. 
hour or week 
18 . Houses for Sale 


W IL L rare for children 
in 
m y 
home 
GOOD 3 bedroom 
home 
for 
sale 
or 


LO ST in the vicin ity of High SE p g r 


of glasses. Return lo 146 E . High St 


daily or 
vveeklv 


G R 4 4133. 
C all 
Bess 
Wilson, 


4. Business Service 


P A P E R hanging bv Uie ro llp .iin im g 


contracted or by the hour G R 4-375C. 


C A R Y Blevins, roofing 
tree trim m ing, 


chim ney 
expert, 
work 
guaranteed. 
G R 4-2079. 


IN T E R IO R and exterior 
painting 
bv 


contract 
or 
by 
the 
hour. 
Cad 
C. 
VV. Willoughby. G R 4-27<3. 
^ 


S E P T IC tank cleaning service, 
* n J 
___ 
where or any t i m e 
Lincoln 
Isaac, 


Phone G R 4.7272 


T E R M IT E S - guaranteed control 
Con­ 
tact your reliable Kochheiser H a r d - 
w are 


W E L L D R IL L IN G - 


Am anda W O 9-4847 
U. S 22 


F O R the best 
In 
trash 
and 
rubbish 


hauling 
Residential 
and 
com m er­ 
cial - Cab L a rry 's Refuse Haulers. 
G R 4-4174. 
___________________ 


H Y D R A U L IC lack repair, portable ele­ 
ctrical 
appliances 
and 
sm all 
engine 


repair 
C all any tim e. 
B ill S e u m, 
G R 4-7423 
______________ 


K E L L E R ’S TV sales and s e r v i c e 


G r a d u a t e experienced technician 
Sam e day service in the 
Circleville- 


Stoutsville area. G R 4.4649. 


IO. Automobiles for Sale 


1957 F O R D fetation wagon, country se­ 
dan 
r-h. automatic, new brakes and 


tires. 3500 miles G R 4-2423. 


trade for 15 or 20 
acres 
farm 
with 


good house and b a m in or near W h iv 
ler, Ohio, For m ore detailed inform a 
tion w rite Box 36B c-o Tile H erald. 


Jo e 
Christy 
— 


- 8 mites east on 


S T E V E ’S Refuse H aulers — 
Restden- 


tial $1.23 per month 
com m ercial, ac­ 
cordingly . 
Ru ral 
A r e a . 
$150 
p e r 


month 
No 
Curb 
Service 
Required. 


Telephone G R 4-3997. 


IKE'S 


Septic Tank Cleaning, Service and| 
Residential 
and also City Sewer 
Cleaning Service. 
Call GR 4-4566 


Plum bing—Heating—Pumps 


Sheet Metal Fabrication 
Haning's Inc. 


153 W. Main 
Phone G R 4-4651 


R. E. Fea thering ha m 


— A U C T IO N EE R - 


Furniture 
Real Estate 


Auction Service 


Ashville, Ohio — YU 3-3051 


Barthelmas Sheet 


Metal and 


Plumbing 


241 E Main St. - G R 4 2655 


1955 
C H E V R O L E T 
convertible. 
V-8 


power glide, m any aece.ssor1es Includ­ 
ed 
R e ally nice inside and out. C a l l 


Dick Je ffrie s at G R 4.5250. 


1953 B U IC K 
4 floor hardtop P*S, sell j 


or trade. 1956 M ercury. 2 door hard- I 
top. s-td with o d, sell or trade. 342 E. 
Mound. 


C H E V R O L E T 
Convertible 
witn 


new 
top. Equipped 
w ith 
radio 
and 


heater, 
m echanically 
A-l 
condition 


Can be seen at Clifton Am o P i rts, 116 
E 
Hieh St., G R 4 2132 or after 5.30 


G R 4-2793 


Used Cars 
& Trucks 


The Harden Chevrolet Co. 
Your C hevrolet Dealer Since 1928 
324 W. Main St. - G R 4-3141 
1958 Plymouth 


Savoy 2-Door Hardtop 
V-8, Automatic, Radio, Heater 
$69 5.00 


Christo pher 
Po ntia c 


404 N. Court — G R 4-2193 
We Are Open 
Evenings 


For Your Convenience 
YATES 
MOTOR CO. 
1220 S. Court St. 


M O D E R N 
6 
room 
house 
garage, 


breeze way, w all to w all carpet in liv ­ 
ing room, fireplace, w ill trade or sell. 
All offers considered G R 4 4167. 


F O R S A L E by owner. Large, m odem , 


country home. 1>2 m iles north of E . 
Ringgold 
G arage. 
other 
buildings 


garden, 1’ 3 acres, m ore land lf desir 
cd. C all Y U 3-4139 


L IK E T U E L I F E O F A S M A L L 
TOWN. 
This 
fine 
older 
two 
story is the home for you to 
see. Four large bedrooms and 
bath up, living room, den, din­ 
ing room and spacious kitchen 
down. Very usable full basement 
and 
garage. 
Priced 
under 
$1 1 ,000. 
Ha tfield Rea lty 
157 W. Mam St. 
Circleville. Ohio — G R 4-6294 
V. Grubb — G R 4-4321 
M. Spalding — G R 4-3204 


FO U R bedroom story and half 
home with large tiled kitchen, 
fam ily 
size 
living 
room, 
full 
bath 
and 
basement, 
one car 
garage. The yard has nice trees 
and plenty of play area. CaTl 
Hatfield Realty for further in­ 
formation. 
Ha tfield Rea lty 
157 W. Main St. 
Circleville, Ohio — G R 4 6294 
V. Grubb - GR 4 4321 
M. Spalding — G R 4-5204 


24. Misc. for Solo 


B L A C K wood clarinet. N o h ltt, g o o d 
condition. C»U Y U 6-3531. 


IO 
The Circleville Herald. Thur. August 30. 19 62 


C ircleville , Ohio 
----- 


24. Misc. for Solo 


F O R S A L E — 
Rrow-n 
sofa-bed 
and 


chair, v e ry good, 
$80 00, 
would 
con­ 
sider a base cabinet on trade. Phone 
G R 4 5847. 
A L M O S T new electric 
cord 
organ 


excellent condition. G R 4-8W74. 
in 


19 . Farms for Sale 


Ta ke Ov er Pa y m ents o n 


2-Pc. Black living room suite, 19“’ 
Emerson television, 9 months guar­ 
antee on this television, portable. 
Blue Furniture 


167 West Main Street 
Phone G R 4-5317 


"Sa mso n Bridg e Set 
Reg. $40.75 
N o w Only — $2 9.95 


Ma so n Furniture 
121 N. Court — G R 4-3296 


3 2. Public Sale 


PUBLIC SALE 


R E A L E S T A T E B R O K E R S 
AND 
A U C T IO N E E R S 


THE 
BUMGARNER 
COMPANY 


121 W . Market — Washington C. HL 
Phone 2541 


20. Lots for Sale 


N E A R 
A tw ater 
School, 
J 
bedrooms 


with faintly coom. dining 
att-vehed 


garage, and fuU basem ent, 270 Sunset 
G R 4 3784 


FO R O N E P R IC E you may own 
this fine one floor plan home and 


furnishings. In good school dis- ; 
trict, this home has completely 
built-in kitchen with adequate 
eating 
area, 
three 
bedrooms. 
Very deep lot. C A L L NOW — 


Ha tfield Rea lty 
157 W. Main St. 
Circleville. Ohio — GR 4 6294 
M. Spalding — G R 4-5204 
V. Grubb — G R 4 4321 


M IN IM U M O F upkeep, cheaper 
than rent, good school location. 
Three bedroom home, tile bath, 
very 
nice sized 
kitchen 
with 
good cabinet space and disposal. 
Attached garage. This home is 
complete 
and 
can 
be 
yours 
with small down payment. 
Ha tfield Rea lty 


157 W. Main St. 
Circleville, Ohio — G R 4 6294 
V. Grubb — G R 4-4321 
M. Spalding — G R 4-5204 


Stoutsville arca two fine G acre 
building lots Can be bought as 
one with well and septic tank 
installation and shrubs. On hard 
top road. Call — 
Ha tfield Rea lty 


157 W. Main St 
Circleville, Ohio — G R 4 6294 
V. Grubb — GR 4 4321 
M. Spalding — G R 4-5204 


P u e to m y m a s o n r y b u s in e s s , I a m d is c o n tin u in g m y 
d a ir v w o r k , so w ill h a v e a p u b lic s a le at m y f a r m lo ca te d 
on F a ir f ie ld C o u n ty R o a d N o . 4; 4 m ile s W e s t of A m a n d a . 
O h io ; 6 m ile s N o r th of S to u ts v ille , O h io ; 1 12 m ile s N o rth 
o ff U . S . 22 fro m Ju s t u s S to r e on 
Saturday September I, 1962 


30 — D A I R Y C A T T L E — 30 


13 y o u n g H o ls te in c o w s in p ro d u c tio n ; 4 H o ls te in c o w s to 
fre s h e n th is f a ll; I J e r s e y c o w ; I Je r s e y - H o ls t e in c o w ; l l 


c o m in g y e a r lin g h e ife rs . 


T h is is a good h e rd of y o u n g m ilk c o w s . W e in v ite y o u r 


I in s p e c tio n . 


6-can m ilk c o o le r; m ilk c a n s . 


POO P . M . 


24. Mise, tor Solo 


ll unr»nlccil 


U S E D 
R E F R I G E R A T O R S 
$3 9.95 up 
PETTIT'S 


130 S Court St. 


U s e d 21 C u . F t . 


P h ilc o F r e e z e r 


T a k e O v e r P a y m e n t s 


F ir e s t o n e S t o r e 


IIG W. Main — Git 4 4938 


N EW horn#. 6 miles 
north 
in Little 
Walnut Acres VV’ill sell now’ or when 
completed. CaU or see H. Puckett, 
Y U 3-3575 


L S E T H E C L A S S IF IE D S 


18 . Houses for Sale 


G e t th e 
RIGHT CAR 
and th e 
I RIGHT DEAL 
RIGHT NOW 


Clifton 
Motor Sales 


CIRCLEVILLE REALTY 


152 West Main Street 


Excellent location — 2 year old. 3 bedroom home with 2 full ceramic 
tiled baths, living room, full basement, 2 car garage, fenced back yard. 


I^ rg e 4 bedroom, brick home with 2 ceramic tiled baths, carpeted 
14’ x 25’ living room with fireplace, electric built-in kitchen, utility 
room, 2!i car garage. With over 4.25 acres. 


North-end location — All brick, 3 bedroom home with living room, 
modern kitchen, tiled bath, hardwood floors. Full basement with fam -1 
ilv room; storm windows and doors. Brick garage with patio and 
black-topped drive. Attractively landscaped. 


Jefferson Addition — Very nice 3 bedroom home with large living 
room w ith dining area, kitchen, bath, hardwood floors. Full base- j 
ment, 2 car garage, storm windows and doors, ta acre lot. 


Lovely older home on 3 city lots. 3 bedrooms. I Hi baths, Living room, 
dining room, large kitchen and family room. GI Loan can be assumed. 


New Listing — Sunset Drive — Brand new 3 bedroom home with 
large living room, kitchen, bath, full basement. See this lovely home 


soon. Only $14,500. 


3 bedroom homp with carpeted living room, large kitchen, ceramic 
tiled bath, gas furnace, storm windows and doors, garage, fenced 
yard. This home is only five years old. $11,000. 


Home and/or investment properties. No. 1 is a 6 room home with 
bath, part basement, gas furnace. No. 2 is a 3 room home with ’ a 
bath. Both can be bought for only $8,500. Returning $80.00 per month. 


I 
Hocking County — 52 acres with 35 acres tillable; all fences good, 
small barn, good water supply, other building-,. Has 6 room semi­ 
modern house with partial 
basement, coal furnace, hot and cold 
I water. Just $8,500. 


Fine one acre building lots. Ap­ 
proximately 4 miles from C ir­ 
cleville. Blacktop roads, Logan 
Elm School 
District. 
Let 
me 
show' them to you — 


H a t f i e l d R e a l t y 


157 W. Main St. 
Circleville, Ohio — G R 4-6294 
V. Grubb — G R 4-4321 
M. Spalding — G R 4-5204 


21. Real Estate-Trade 


E D W A L L A C E R E A L T Y CO. 
Realtors: 
Ed Wallace 
Tom Bennett 
S A L E S AND C O U N SE LIN G 
Salesladies: 


S a le T im e 
Owner - Frederick 


A u c tio n e e r — P a u l B a r r 
C le r k — Jo h n D u p le r 


T E R M S — C A S H 
Ervin Dumm 


Construction 
Materials 


Concrete Blocks 
Ready Mixed Concrete 
Drain Tile 
Bag Cement and M ortar 
Valeo Aluminum W indow! 
Truscon Steel Windows 
BASIC 


200 E. Corwin — G R 4 5878 
USED 
FURNITURE 


A lw a y s a la rg e s e le c tio n of 
good used fu rn itu re . 
B u y 
w h e re 
y o u r 
m o n e y 


goes fu r th e r. 


Don Forquer .......... 
W E. Clark 
.......... 
J. Leo Hedges .. 
Office 228Va N. Court St. 
Circleville. O. — G R 4-5190 
ADKINS REALTY 


BO B A D K IN S, Broker 


Mortgage Loans 


Masonic Temple 


Call G R 4-2061 or G R 4-2738 
T O . HEISKELL 
and SON 


R E A L T O R S 
M itll a rn sport 


C IR C L E V IL L E 
BR A N C H O F F IC E 
12 9V* W. Main St — G R 4-6137 


FORD'S 


N e w and 
U se d F 'u rn itu » e 
156 W. Main 
Guaranteed 
Re-treads 


7.50-14 Black 
$7.77 


(plus tax and recappable easing) 
Guaranteed 15 Months or 
20,000 Miles 


M 
A 
C ’S 
113 E. Main St.________ 
Used 
Refrigerators 


(3 ) 7 C u . F t . M o d e ls 


(2 ) 9 C u . F t . M o d e ls 


These are small, apartment size, 


G R 4-4200 s e v e r a l s ta n d s ; s e v e r a l fe e t 
n e w p la s tic h o se , th re e 
q u a r- j suitable for traders, cabins etc. 


G R 4 3304 
h 
c a n e fis h in g p o le s ; 2 b o x es c la y p ig e o n s ; 
2 boxe.s J C O O C 
t Q C O O O C 


p la s t ic tile ; a lo t o f o th e r m is c e lla n e o u s it e m s too n u m e r- 
I U ^ 0 
7 ' 7 J 


PUBLIC SALE 


T o h e h e ld 3 M ile s N o r t h o f C ir c le v ille on O ld 23 
Saturday September I, 1962 


B e g in n in g a t 1:00 P . M . 


6 b e d s , c o m p le t e ;; 4 s m a ll d r e s s e r s ; 
4 s m a ll c h e s ts of 


d r a w e r s ; 2 liv in g ro o m s u ite s ; 2 m e ta l w a r d r o b e s ; 3 b in g le 


b e d s ; 2 A r m y c o ts ; I — 9 b y 15 ru g ; I s te e l d e sk a n d s w iv e l 


c h a ir ; 
I In t e r n a t io n a l c a s h r e g is t e r ; 
I se t T o le d o m e a t j 


s c a le s ; 3 g a s ra n g e s ; I g a s c o n v e r s io n b u rn e r; s m a ll g a s ; 


h e a tin g s to v e ; 
t c o a l fu r n a c e ; 
I 
b a s e r o c k e r ; 
s e v e ia l j 


k itc h e n c h a ir s ; 
V ic t r o la a n d r e c o r d s ; 
I 
R C A te le v is io n j 


se t; I C o k e m a c h in e ; I a m p lif ie r ; 2 s p e a k e r s a n d re c o rd 


c o m b in a tio n ; I lo t of m e n ’ s a n d boys* b u n tin g c o a ts ; b a s ­ 


s in e t; p la y p e n ; b a b y c a r b e d ; I lo t o f d is h e s ; s e w in g m a ­ 


c h in e ; 3 t r ic y c le s ; n e w b a s k e tb a ll h o o p s a n d b a ll; I s m a ll 


m 
, 
R „ ,h 
r n 4 4 13 4 
e le c t r ic o r g a n ; s e v e r a l c o w b o y s t r a w h a ts ; c h r o m e to w e l 


S S Ton, Bennett - S S l i m 
I r a c k s ; 2 s te a m e r tru n k s ; b a th tu b ; c a m p in g te n t; re c o rd 


127V* E . Main St. — G R 4-2197 
! p la y e r ; 4 p o rc h b lin d s ; ic e c r e a m ta b le , ~ 
4-m en p p 


C U R T I S W . H I X 
: c u tte r s an d tin n e rs to o ls; p lu m b in g s u p p lie s ; c h ild s d e s k , 


R 
E. Braker and Auctioneer 
m e ta l h o rs e ; a lo t of n o v e ltie s a n d to y s ; o n e d in n e r ne !, 


Salesman 
, 
o w h e e l t r a ile r w ith s to c k r a c k a n d lo a d in g c h u te ; 
Y L 3-2280 
I 


ou s to m e n tio n . 
L. J. Welsh 


J a m e s F o r d , A u c tio n e e r 
M a x in e R a d c lif f a n d M a r v e ll* R h o a d s , d e s k s 
PUBLIC SALE 
I 
Saturday, September I, 1962 


I 
L o c a t e d in D u v a ll, O h io , 5 m ile s N o r th o f A s h v ille , O h io 
I a n d 2 m ile s S o u th o f L o c k b o u r n e A i r F o r c e B a s e . 


S t a r t in g 12:01 P . M . 


I 
T h e fo llo w 
j liv in g ro o m 
o v e rs tu ffe d 


a n e m e r c h a n d is e w ill b e o ffe re d fo r s a le . --pc- 
s u ite ; 
b a r r e l b a c k c h a ir ; 
ro c k in g c h a ir s , 
~ 
c h a ir s ; d e s k ; 2 — 9 x12 w o o l ru g s ; I — 12x11 


Auto Insurance 


If your rete* have tone up you mi 
iv* important dollar* by calling 
M. B. GRIEST 
159 V. Main 
Phone GR 4 8284 


NATIO NW ID E INSURANCE CO. 
Home Office — Columbus, O. 


1102 N. Court St 
I 
Open Until 8 P.M . 
j 


We Need Your 
Used Car 


Now is the time to buy a new 


G R 4 3793 


Residence Phone 
G R 4-5722 


G R 4-4907 


W e Buy AU Types of 
Standing Timber 


LO C U ST rO STS FO R S A L E 
Dresbach Lumber Yard 
North on Route No 23 at 
Circleville — G R 4-6133 
Apple House 
COMPLETE SERVICE 


T y p e ­ 
w r it e r s 
A d d in g 
M a c h in e s 


P a u l A . Jo h n s o n , G R 4-2630 


O ffic e E q u ip m e n t 


Wont Ads 
PH. GR 4-3131 


Office f’hone 


R E A L T O R W illiam Crosier 


S A L E S L A D Y : Do ris Wig g ins 


Cedar Heights Road: 
Modern, 3 bedroom house. Kitchen, utility 
room and living room. located on a lot 60x200. F. H. A. financing 
available with $600 down. W ill also consider trade. 
138 Park Place; One floor plan, modern house. 3 bedrooms, living 
room, kitchen, dining area. Good size rooms. 
230 I/Cwis Road: 3 bedroom. I floor plan, modem house, full base­ 
ment. V a car garage, storm screen sash and doors, lot 80x120. Prop- 
Dodge, Lancer or 
Chrysler. We erty in good condition. 


have many styles in stock. Sedan., I 
(-mon s > : 5 r00ms' ba,h 
""e-flow plan 
Ranch type, 3-bedroom, modern house of larger rooms, fireplace 
Hardtops, Station Wagons. See us m living room and basement. Carpeting, dining room, enclosed breeze­ 
way, 2 car garage. 
Large lot rn 
clean, pleasant area. 
425 Ruth Avenue: 2 bedroom, modern one floor plan. Carpeted living 
room, storage area, carport. Washer and dryer included with the 
purchase of this property. 
East Mill Street 7 rooms, bath, storage building, gas furnace 
Monroe Township: 1.21 acres, unimproved 
Washington Township: 20 acres, unimproved 
Washington Township: 7 room, modern house on 2>* acres, more or 
less. Of masonry construction, 3 elevations, open fireplace, hot water 
heat. Plateau and wooded area, 
Amanda Township. Fairfield County; 5 rooms, bath, garage, warm 
house 2 storage buildings on 1.75 acres, more or less. The house is 
a one floor plan 
Mill consider city property trade, 
Fairfield County; 37 acres, 
more or less, 4 room house, closed in 
rch, I room basement, barn, garage, milk house with water, smoke 
ouse 30 tillable acres, 4 acres of timber. 
Wayne Township, just off and south of Route 22, at Route No, 56. 
For residence, club rooms, meetings, restaurant or other business use. 
Clarksburg, Ohio 
Homey, 6 room, two story house on large shaded 
lot, with barn. Modest price. 
Chilicothe. Ohio 
IO rooms, 
2 baths, coal furnace, concrete 
block 
building for drive-in business, 
vide lot. M'lli consider trade 
on small 
farm. 
J 
Business 
Opportunity: 
Listing 
includes 
storeroom, 
3 
apartment 
ror the be*t selection of new ana uruts> grocery equipment and stock. Good financing 
used 
trailers 
in 
southern 
Ohio, 
come to W averly, These traders 
are well worth your trip. 


23. Financial 


today for an outstanding deal — 


Wes Edstrom 
Motors 


B. F. Goodrich 
115 M att St. — G R 4 2775 
Needed — 
Used Trailers 


As Trade-Ins on 
New Mobile Homes 


Only 5 Trailers Left at the 
Reduced Prices . . . 


Trade Now and Live for 
Less with Luxury 
Circleville 
Mobile Homes 


1205 N. Court St. 


27. Pets 


150 E. Main St. 


12. Trailers 


G R 4-3550 


TRAILERS 


24 N EW IO W ID E S 
40 U SED O N E & TW O 
BED R O O M U N ITS 
IO R E P O S S E S S IO N S 
FO R B A L A N C E D U E 


por 
hoi 


George C. Barnes, Realtor 


OPENA 


CHECKING ACCOUNT 


TODAY! 


Mavin* » <y* 
’O' otfivtli#* 
. . . on Autoerotic bookkeep'#* 
record . . . and better control 
.pending . . . O'* O*1/ 8 ,#w •* 
rh* mony advantage! you ll ge* 
iron* o conronient tn e tk m g 
account I 


p e a n u t N a fcn ta £ B u i l t 


C IR C L E V IL L E . O H IO 


HORSE for hjle. fin* 7 yea r old buck 


fekln gelding, 
Dieaaute 
hors,#. 
C a l l 
GR 4 26S17 


R E G IS T E R E D 
Pekingese 
puppies fm 


sale, cheap. Critter Addition, S o u t h 
Bloom field. 


28 . Farm Implements 


3 M P IC K E R , 
attachm ent* 
for 
M or 


Super M 
good condition 
John Bob 


erte, 55870, New Holland 


15*81 P A N Z E R 
tractor, 
42 
inch 
er.ow 


blade, 56 inch rotary 
m o w # lo un h 


plow, electric atari. G U 4 6427. 


29 . Gar.-Produce-Seeds 


et chest; walnut dresser; 3-pc. bedroom suite; bookcase 
bed, complete; I lot of bedding; double tubs; camp cot, 
complete; 17-in. Challenge power mower; 20-in. Toro pow­ 
er mower; hand truck; Buffalo robe; 20 ft. x J ) ft tar­ 
paulin; 3 compressor units; car top carrier; odd windows 
and door frames; several sheets of plywood and many 
other items. 
C A SE 4-C YLIN D ER TRA C TO R W ITH C U LTIV A TO R S, 
PLO W AND BU Z Z SAW. 18 FT. CANO E. 


Lunch will be served by the Friendship Circle of the 
Ashville E .U .B . Church. 
Robert L. Newton, Owner 


R. E . Featheringham, Auctioneer 
Ashville, Ohio — Y U 3-3051 
Clerks. Robert Bausum and Robert Cline______ 
PUBLIC SALE 


F O R SALK. 
20 head 


Ovun* to the death of my husband, l a LI .ell at rubl.c Auction at 
»m ,i. 
i my residence located 2 miles South of Stoutsville, 
a md* Past 
I airfield Pickaway County lune on the Bunker HUI Road, on 
Saturday, Sept. I, 1962 


Beginning promptly at 12.00 Noon, the following articles. 


14 — Hea d o f Ca ttle — 1 4 


! 
5 Holstein and Mixed Breed cows with calves by aide, I yearling 
heifers; heifer calf. 


A P P L E S , al! popular varletu-n in ara 
feon, 
excellent 
quality 
G R 
4-4700. 


Good O rchard*. Sloutaville 


30. Livestock 


i hit# fa r* cow * 
th A th ville, Rf 


I Ashville, Cecil Rhlnexmith. 


Farm Im plem ents, Misc 


t nett*! 
W ».*» » t> I t 
4 
mn** 


‘ TC 
tttt 


Kerman II tractor with cultivators; M as se y - ll a m 
<; pm bine V . 15 L ; 


Detailed K r k - 'n r * to &u»lae»* 


I *• tittle* of C ircleville 


D A IN V P R O D U C T S D E A L E R S 


G U E R N S E Y D A IR Y 


Borden * M ilk Prod uel* 
Phone G R 4 th** 


E L E C T R IC A P P L J A M E S 


H U I ITE 


ISO A Court St. 
Phone (JR 4 M E 


R E T A IL L U M B E R B R A U E R * 


C O M L P R E P A R E D TO D E A L 


Low down payment, bank financ­ 
ing, Anything of value taken in 
trade. 
F R E E D E L IV E R Y 


SA V E U P TO $1,000 
WAVERLY 
MOBILE HOMES 
SALES 
U S. H IG H W A Y 23 
W A V E R L Y , OHIO 


130 EaM Main Street 
GR 4 5275 


19 . Farms for Sale 


A N K R O M L U M B E R A N D S U P P L Y 


SSS W M ain S I 
Phan* G R 4 WNI 


C IR C L E V I L L E B t n L D IN O S U F F U S E 


TE I S r u k a w o W Ptw aa O R ♦ * » 


13. Apartments for Rent 


lo? acres, corn, hogs, cattle farm, good buildings, fences 
j 
and land, 6 rooms with bath fair, 3 miles east of Circle­ 


ville. To see call . . . 
MILTON H. RENICK 


R E A L E S T A T E B R O K E R 


G R 4-2358 or 
Y U 3-3137 


I Int 'z bottom T2 irT breakins plow on rubber. In! 
eultiDack 
grain drill; Int. manure spreader; Int 
7 ft. iHMer mower, cuiupaiK 
er; com planter; wheat binder; hay loader, In 


7 ft. tractor disc; 
mower; cultipaek* 
bide delivery rake; 


24. M isc. for Sole 


L O W E R Y 
organ, 
3 
m anual, 
w alnut 


casa, like new. Y U a-4541. 


A S B E S T O S -bing'.# ru tte i, u*#d once, 


»1 , 
G R 4-SCll 


I9 S9 Y A M A H A m otorcycle 
Bono mile* 


E l e c t r i c 
* u r lc r 
EG*' ho. 
C a l l 


G R 4 2608 


feed1 'gnnrfer "Tubber tire wagon with Heel bed . h a y 
™ 10 
tiller buzz saw* Dower lawn mowoc; extension ladders, feme sire! n 
eriL battery chargerV harness; butchering tool*; Craftsman power 
saw; i*.in. electric drill; electric motor and grinder, hog feeder, 
locust pods; roll of fence; hand tools 
. 
p..*,!. 
IOO BALES OK STRAM’. 
12x14 B LA D IN G ON RI NN ERS. 


Ho useho ld Go o ds; 


Five piece breakfast suite; dining room table; 2 double beda, rock­ 
ing chain; straight chairs; folding chairs; kitchen cabinet; dreater. 
START th* beacon right with • n ew jf’waVh"stVndsT buffet; 2 wool rugs; Malnut corner cupboard; antique 


tg bail 
Con- , ,______ 
, 
L !l*. 
. i 
_ 
i 
. 
,, 
■■ 
I I s a n Av# 
M anhattan rubber bowlin* 
tact Shelby Dve, 121 W t 
Phone G R 4 Ai5« 


I 
RO O M 
apt 


G R 4 4167 
gentlemen 
preferred 


C A R B A T T E R IE S 
$9.95 up 


To Fit Most Compact* 


M 
A 
C 
S 


i l l E Main St. 


silverware; dishes; other 


T E R M S ; CASH ON D A Y O F S A L E 


brace and bit*, sickle; cooking utensils 
articles too numerous to mention 


Mrs. Ray Rife 


A U C T IO N E E R : W IL L IS O N L E IS T , 
Circleville, Ohio — Phone G R 4 2614 
Lunch M ill Be Served 


Add a Room 


With a Loan for 


Home Improvement 


Get tile cash you need to 
repair, remodel or mod­ 
ernize your home. A horn* 
improvement 
loan 
h e re 
costs little, ii easy to r e ­ 
pay. 


The Scioto Building 
and loan Co. 


157 W . M a in S t. 


Classifieds 


Phone GR 4-3131 
Fat word one insertion 
...» 
#• 
(M inim um charge $1.00) 
Fei word for 3 Insertion* 
........ 
'** 
( M i n i m u m 
ll) 
word*) 
Fer word tor 6 ln*ert»ons 
............. 
( M i n i m u m IO w o r d s ) 
Per word month Iv 
............. 
*0® 
( M i n i m u m IO w o r d s ) 
ABOVE Ft ATES BASED V S CONSER 
UTIVE DAYS 
Classified word Ads will t>* accepted 
until 4 p, rn. previous day for publica­ 
tion the following day. The publisher 
rest rye* the right to edit or r e j e c t 
any advertising copy 
Error in Advertising 
should be reported immediately The 
Circleville Hoi ald will not t*e respon­ 
sible tor more than one incorrect In 
section. 


I. Cord of Thanks 


4. Business Service 


WASHERS 
and 
dryers 
repaired ell 
make- 
lf* years experience AU work 
guaranteed 
Serving Pickaway Coun- 
tv. F,cont>tiv\ 
Appliance Service 
YU. 
3-2199. RI 
I Ashville. Ernie La firm­ 
er. 


13. Apartments for Rent 


3 F U R N I S H E D rooms. A d u l t * , 
GR 4-2081. 


5 OR 6 ROOMS and bath unfurnished 
d o st downtown. Call GR 4-5275. 


6. Male Help Wonted 


2 
ROOMS 
f u r n t is h e d. 
upstairs, 
GR 4-3268 , 929 S. Washington. 


3 ROOM upstairs furnished apt., util­ 
ities, 
adults, 
M»s 
Frank Morrison, 
230 N. Long St., Aah .’Hie. YU 3-4634. 
BOY ll v rs old or older to take o v e r . 
— 
established 
Herald 
paper 
route 
nj NORTH end. 
first floor 
five 
rooms 
Kingston Cal) The Herald, GR 4-3131, 
and modern bath and kitchen, strictly 
Circleville between hours 8 a, rn. to 
m o d e r n . Call owner, Roy Wo o d , 
5 p. in. 
I GR 4-6234 


BOY ll irs. old or older to take over 
— 
— —— — ———— 
established 
Herald 
paper 
route 
in 
South Bloomfield. Call T h e Herald, 
GR 4-3131 Circleville, between hours 
b a rn, to 5 p rn. 


14. Houses for Rent 


We 
wtsh 
to express 
our 
sincere 
thank- to our friends, neighbors and 
relatives for their kindness, sympathy 
beautiful 
cards 
and 
floral 
offerings 
shown a1 the death of our beloved bro­ 
ther and stepfather JOSEPH WOLFE.! 
Special thanks to Rev 
O 
F Gibbs, j 
Defenbatigh 
Funeral 
Home 
and the I 
Horseman of the C i r c l e v i l l e fair- i 
grounds and Scioto Downs 
Amos Wolfe 
and 
daughter. 
F.lrza- , 
beth. Mrs. 
Rebecca 
Cox, 
Lawrence 
Stout. Mrs. Grace M. Hammer. 


7A. Help Wonted General 


MARRIED 
couple 
between 
ages 
50 
and 60 with a car. to live in and take 
care of two elderly people Room and 
board. co<m1 salary Tan YU 6-2151 or 
write Mrs Elmer Shaeffer, Rt. 2 Wil* 
liadisport, O. 


7. Female Help Wanted 


2. Special Notice 


PIANO lessons 
GR 4-7478. 
on S a t u r d a y * . 


3. Lost and Found 


2 ROOM house, Stoutsville Road may 
be seen evenings. Virginia Frazier. 


■ 3 ROOM cottage, $36 a month Inquire 
811 S. Scioto St., or Phone GR * 1284. 


6 ROOM, <„> double, 8 miles east, $50. 
Call GR 4-3047. 


2 BEDROOM 
modern house located 
2 miles east on Lancaster Pike, good 
reierence, stop after six 


4 ROOM house, with bath, large yard. 
Nice home for small family with ref­ 
erences 
Inquire 
at 
127 
Scioto 
St.. 
Ashville, Ohio. 


WAITRESS with Cocktail Lounge and 
restaurant experience. 
Send b r i e f 
resume to Box 33 B c-o The Herald. 
15. Sleeping Rooms 


9. Situation Wanted 
PLEASANT rooms for rent. GR 4-8480. 


WILL do baby sitting by hour or week 
GR 4-5118. 
18. Houses for Sale 


LOST in the vicinity of High St pair 
of glasses. Return to 146 E. High St. 


WILL rare for children in my home 
daily or 
weekly. 
Call Bess Wilson, 
GR 4 4133. 


painting 
I 4-3756. 


4. Business Service 


PAPER hanging bv tile roll 
contracted or by the hour GR 


CARY Blevins, roofing, tree trimming, 
chimney 
expert, 
work 
guaranteed. 
GR 4-1078 
________________ ___ 


INTERIOR and exterior 
painting 
by 
contract or 
by the 
hour. 
Call C. 
W. Willoughby. GR 4-2773 


SEPTIC tank cleaning *ervie«, 
a n y 
where or any t i m e Lincoln 
Isaac, 
Phone GR 4.7272 


TERMITES - guaranteed control Con­ 
tact your reliable Kochheiser H a r d ­ 
ware 


WELL DRILLING - Joe Christy — 
Amanda WO 9-4847 — 8 miles east on 
U. S 22 


FOR the beet In trash and rubbish 
hauling 
Residential 
and 
commer­ 
cial — Call L arry’s Refuse Haulers. 
GR 4*6174 


IO. Automobiles for Sale 


1957 FORD station wagon, country se­ 
dan. r-h. automatic, new brakes and 
tires 3500 miles GR 4-2423. 


GOOD 3 bedroom home for sale or 
trade for 15 or 20 acres farm with 
good house and barn in or near VV hil­ 
ler, Ohio. For more detailed informa­ 
tion write Box 36B c-o The Herald. 


MODERN 
6 
room 
house. 
garage, 
breeze way, wall to wall carpet in liv­ 
ing room, fireplace, will trade or sell. 
AH offers considered. GR 4-4167. 


1953 
CHEVROLET 
convertible. 
V-8 
power glide, many accessories includ­ 
ed Really nice inside and out. C a l l 
Dick Jeffries at GR 4.5250. 


FOR SALE by owner. Large, modern, 
country home, 1>2 miles north of E. 
Ringgold 
Garage, 
other 
buildings 
garden. 1<2 acres, more land if desir­ 
ed. Call YU 3-4139 


18. Houses for Sale 


PRICE REDUCED THIS WEEK 
ONLY. Buyer has opportunity 
to buy this four bedroom home 
at reduced price this week. Full 
basem ent and separate dining 
area. In good Circleville loca­ 
tion and fine school area. CALL 
NOW — 
Hatfield Realty 
157 W. Main St. 
Circleville, Ohio — GR 4-6294 
M. Spalding — GR 4-5204 
V. Grubb — GR 4-4321 


18. Houses for Site 


2 YEAR old — I bedroom home, gar­ 
age attached, I bljcfe from elem enta­ 
ry school. Owner 
being 
transferred 
soon. GR 4-4714 


FOUR bedroom story and half 
home with large tiled kitchen, 
family 
sire 
living 
room, 
full 
bath 
and 
basem ent, 
one car 
garage. The yard has nice trees 
and plenty of play area. CaTl 
Hatfield Realty for further in­ 
formation. 
Hatfield Realty 
157 W. Main St. 
Circleville, Ohio 
GR 4-6294 
V. Grubb — GR 4-4321 
M. Spalding — GR 4 5204 


24. Misc. for Solo 
IO 
The Circleville Herald. Thur. August 30. 1961 
Circleville, Ohio 


LIKE THE L IF E OF A SMALL 
TOWN. 
This 
fine 
older 
two 
story is the home for you to 
see. Four large bedroom s and 
bath up, living room, den, din­ 
ing room and spacious kitchen 
down. Very usable full basem ent 
and 
garage. 
Priced 
under 
$11,000. 
Hatfield Realty 
157 W. Mam St. ' 
Circleville, Ohio — GR 4-6294 
V. Grubb — GR 4-4321 
M. SpaWing — GR 4-3204 


19. Farms for Sale 


BLACK wood clarinet. Noblet, g o o d 
condition. Call YU 6-3531. 


FOR SALE — 
Brown 
sofa-bed 
and 
chair, very good, 
$60 00, 
would con­ 
sider a base cabinet oil trade. Phone 
GR 4 3847. 


Take Over Payments on 
2 Pc. Black living room suite, 19*’ 
E m erson television, 9 months g u ar­ 
antee on this television, portable. 
Blue Furniture 
167 West Main Street 
Phone GR 4-5317 


24. Misc. for Sole 


ALMOST new electric cord organ in 
excellent condition. GR 4 61)74. 


'Samson Bridge Set 
Reg. $40.75 
Now Only — $29.95 


Mason Furniture 
121 N. Court — GR 4-3296 


24. Misc. for Sole 


32. Public Salt 


REAL ESTATE BROKERS 
AND 
AUCTIONEERS 
THE 
BUMGARNER 
COMPANY 


121 W. M arket — Washington C. HL 
Phone 2541 


NEAR 
Atwater 
School, 
J 
bedrooms 
with family’ room, dining 
attached 
garage, and full basement, 270 Sunset 
GR 4-3764 


1955 BUICK 
I door hardtop P-S, sell 
or trade, 1956 Mercury, 2 door hard­ 
top. i-td with o d, sell or trade, 342 E. 
Mound. 


1953 
CHEVROLET 
Convertible 
witn 
new top. Equipped with 
radio 
and 
heater, 
mechanically 
A l 
condition. 
Can be seen at Clifton Auto P-»rts, 116 
E 
High St., GR 4-2132 or after 5:30 
GR 4-2793. 


HYDRAULIC lack repair, portable ele­ 
ctrical aophances and small engine 
repair 
Call any time. Bill S l u m , 
GR 4-7423 


KELLER'S TV '.alp* and s a t v i e # 
G r a d u a t p experienced technician 
Same day service In the Circleville- 
Stoutsville area. GR 4.4849. 


Used Cars 
& Trucks 


The Harden Chevrolet Co. 
Your C hevrolet D ealer Since 1928 
324 W. Main St. - GR 4-3141 


FOR ONE PRICE you m ay own 
this fine one floor plan home and 


furnishings. In good school dis­ 
trict. this home has completely 
built-in kitchen with adequate 
eating 
area, 
three 
bedrooms. 
Very deep lot. CALL NOW — 


Hatfield Realty 
157 VV. Main St. 
Circleville. Ohio — GR 4 6294 
M. Spalding — GR 4-5204 
V. G rubb — GR 4 4321 


MINIMUM OF upkeep, cheaper 
than rent, good school location. 
Three bedroom home, tile bath, 
very 
nice sized 
kitchen 
with 
good cabinet space and disposal. 
Attached garage. This home is 
com plete 
and 
can 
be 
yours 
with sm all down paym ent. 
Hatfield Realty 
157 VV. Main St. 
Circleville, Ohio — GR 4 6294 
V. Grubb — GR 4-4321 
M. Spalding — GR 4-5204 


NEW home, 6 miles 
north in Little 
Walnut Acres Will sell now’ or when 
completed. Call or see H. Puckett, 
YU 3-3575 


I S E THE CLASSIFIEDS 


STEVER Refuse Haulers — Redden- 
till $1.23 per month commercial, ac­ 
cordingly. 
Rural A r e a . $150 p e r 
month 
No Curb Service Required. 
Telephone GR 4-3997. 
IKE'S 


Septic Tank Cleaning, Service and * 
Residential and also City Sewer 
Cleaning Service. 
Call GR 4-4566 


Plum bing—H eating—Pum ps 


Sheet Metal Fabrication 
Haning's Inc. 
153 VV. Main 
Phone CR 4-4651 


R. E. Featheringham 


- AUCTIONEER - 


Furniture 
Real Estate 


Auction Service 


Ashville, Ohio — YU 3-3051 


1958 Plymouth 


Savoy 2-Door Hardtop 
Y-8, Automatic, Radio, H eater 
$695.00 


Christopher 
Pontiac 
404 N. Court — GR 4-2193 


18. Houses for Sale 


Barthelmas Sheet 


Metal and 


Plumbing 


241 E. Main St. — GR 4 2665 
Auto Insurance 
If your rate* have gone up you may 
■av* im portant dollar* by calling 
M. B. GRIEST 
159 E. Main 
Phone GR 4 6284 
NATIONWIDE INSURANCE CO. 
Home Office — Col am bu*. O. 


We Buy AH Types of 
Standing Timber 
LOCUST POSTS FOR SALE 
Dresbach Lumber Yard 
North on Route No 23 at 
Circleville — GR 4-6133 
Apple Hou&e 


COMPLETE SERVICE 


We Are Open 
Evenings 


For Your Convenience 
YATES 
MOTOR CO. 
1220 S. Court St. 


G e t t h e 
RIGHT CAR 
and th e 
RIGHT DEAL 
RIGHT HOW - 
at 
Clifton 
Motor Sales 
1102 N. Court St 
Open Until 8 P.M. 


CIRCLEVILLE REALTY 


152 West Main Street 


Excellent location — 2 year old, 3 bedroom home with 2 full ceram ic 
tiled baths, living room, full basem ent, 2 ca r garage, fenced back yard. 


Large 4 bedroom, brick hom e with 2 ceram ic tiled baths, carpeted 
14‘ x 25’ living room with fireplace, electric built-in kitchen, utility 
room, 2G car garage. With over 4.25 acres. 


North end location — All brick, 3 bedroom home with Living room, 
modern kitchen, tiled bath, hardwood floors. Full basem ent with fam ­ 
ily room; storm windows and doors. Brick garage with patio and 
black topped drive. Attractively landscaped. 


Jefferson Addition — Very nice 3 bedroom home with large living 
room with dining area, kitchen, bath, hardwood floors. Full base­ 
ment, 2 car garage, storm windows and doors, ’a acre lot. 


Lovely older home on 3 city lots. 3 bedrooms, I*.-» baths, living room, 
dining room, large kitchen and family room. GI Loan can be assumed. 


New Listing — Sunset Drive — Brand new 3 bedroom home with 
large living room, kitchen, bath, full basem ent. See this lovely home 
soon. Only $14,500. 


3 bedroom home with carpeted living room, large kitchen, ceram ic 
tiled bath, gas furnace, storm windows and doors, garage, fenced 
yard. This home is only five years old. $11,000. 


Home and/or investm ent properties. No. I is a 6 room hom e with 
bath, part basem ent, gas furnace. No. 2 is a 3 room home with Va 
bath. Both can be bought for only $8,500. Returning $80.00 per month. 


Hocking County 
52 acres with 35 acres tillable; all fences good, 
small barn, good w ater supply, other buildings. Has 6 room sem i­ 
modern house with partial basem ent, coal furnace, hot and cold 
water. Just $8,500, 


20. Lots for Sale 


Stoutsville arca two fine G acre 
building lots, t an be bought as 
one with well and septic tank 
installation and shrubs. On hard 
top road. Call — 
Hatfield Realty 
157 VV. Main St. 
Circleville, Ohio — GR 4 6294 
V. G rubb — GR 4-4321 
M. Spalding — GR 4-5204 


PUBLIC SALE 


Due to m y m asonry business, I am discontinuing my 
dairy work, so will have a public sale at my farm located 
on Fairfield County Road No. 4; 4 m iles West of Amanda, 
Ohio; 6 m iles North of Stoutsville, Ohio; 1 12 m iles North 
off U. S. 22 from Justus Store on 
Saturday September I, 1962 
no 
DAIRY CATTLF 
no 


13 young Holstein cow s in production; 4 Holstein cows to 
freshen this fall; I Jersey cow; I Jersey-H olstein cow; ll 
coining yearling heifers. 


This is a good herd of young milk cows. We invite your 
! inspection. 


6-can milk cooler; m ilk cans. 


Sale Tim e — LOO P.M. 
Owner - Frederick 


TERM S — CASH 
Ervin Dumm 


Fine one acre building lots. Ap­ 
proxim ately 4 miles from Cir­ 
cleville. Blacktop roads, Logan 
Elm School District, 
Let me 
show them to you — 
Hatfield Realty 
157 VV. Main St. 
Circleville, Ohio — GR 4-6294 
V. G rubb — GR 4 4321 
M. Spalding — GR 4-5204 


Auctioneer — Paul Barr 
Clerk — John Dupler 


Guaranteed 
l l S R U 


r e f r i g e r a t o r s 
$39.95 up 
PETTIT'S 


130 S. Court St. 


Used 21 Cu. Ft. 


Philco Freezer 


Take Over Paym ents 


Firestone Store 


HG VV. Main — GU 4 4938 
Construction 
Materials 
Concrete Blocks 
Ready Mixed Concrete 
Drain Tile 
Bag Cement and Mortar 
Valeo Aluminum Window* 
Truscon Steel VV indows 
BASIC 
200 E Corwin — GR 4 .878 
USED 
FURNITURE 


A lways a large selection of 
g o o d used furniture. 
Buy 
where 
your money 
goes further. 


FORD'S 
New 


21. Real Estate-Trade 


ED W ALLACE REALTY CO. 
Realtors: 
Ed W allace 
Torn Bennett 
SALES AND COUNSELING 
Salesladies: 
Mrs. Jean n e Bach — GR 4-4134 
Mrs. Tom Bennett — GR 4-3872 
127V* E. Main St. — GR 4-2197 


We Need Your 
Used Car 


Now is the tune to buy a new 


Dodge, Lancer or 
Chrysler. We 


have m any styles in stock. Sedans, 


Hardtops, Station Wagons. See us 


today for an outstanding deal — 


Wes Edstrom 
Motors 


Office Phone 
REALTOR 
William Brcsler 


SALESLADY: Doris Wiggins 


GR 4 3795 


Residence Phone 


CURTIS W. HIX 
R. E. Broker and Auctioneer 
Salesman 
Don Torquer ........................YL 3-2280 
W E. Clark 
.......... 
J. Leo Hedges 
Office 228’a N. Court St. 
Circleville. O. — GR 4-5190 
AD KIN S REALTY 


BOB ADKINS, Broker 


Mortgage Loan* 


Masonic Temple 


Call GR 4-2061 or GR 4-2738 
WrD. HEISKELL 
and SGN 


REALTORS 
W iilia rn sport 


CIRCLEVILLE 
BRANCH OFFICE 
129^ W. Main St - GR 4-6137 


23. Financial 


PUBLIC SALE 
To he held 3 Miles North of Circleville on Old 23 
Saturday September I, 1962 


Beginning at 1:00 P. M. 


6 beds, com p lete;; 4 sm all dressers; 4 sm all chests oi 
drawers; 2 living room suites; 2 m etal wardrobes; 3 single 
beds; 2 Arm y cots; I — 9 by 15 rug; I steel desk and swivel 
chair; I International ca sh register; I set Toledo m eat 
j scales; 3 ga s ranges; I gas conversion burner; small gas 
I heating stove; I coal furnace; 
I base rocker; several 
kitchen chairs; Victrola and records; I RCA television 
set; I Coke m achine; I am plifier; 2 speakers and record 
combination; I lot of m en s and boys* hunting coats; bas­ 
sinet; play pen; baby car bed; I lot of dishes; sewing m a ­ 
chine; 3 tricycles; new basketball hoops and ball; I sm all 
electric organ; several cowboy straw hats; chrom e towel j 
racks; 2 steam er trunks; bath tub; cam ping tent; record 
player; 4 porch blinds; ice cream table; 2 — 4-inch pipe 
cutters and tinners tools; plumbing supplies; child’s desk; 
^ 7 Cu Fl Models 
m etal horse; a lot of novelties and toys; one dinner bell; 
(2 ) 9 Cu. Ft. Models 
I — 2 wheel trailer with stock rack and loading chute; yhese are small, apartm ent size, 
. GR 4-4200 several stands; several feet new plastic hose, three quar- suitable for trailers, cabins 
etc. 
GR 4-3304 ter inch; cane fishing poles; 2 boxes clay pigeons; 2 boxe.o 
( T C O Q cr 
O O Q fZ 
plastic tile; a lot of other m iscellaneous item s too numer- r U / . / J I U 9 0 7 , 7 J 


and Used Purnituw? 
156 W 
Main 
Guaranteed 
Re-treads 


7.50 14 Black 
$7.77 


(plus tax and recappable casing) 
Guaranteed 15 Months or 
20,000 Miles 
M A C ’S 
113 E. Main St. 
Used 
Refrigerators 


ous to mention. 
L. J. Welsh 
J a m es Ford, Auctioneer 
M axine Radcliff and M arvene Rhoads, d e s k s 


B. F. Goodrich 
115 W att St. — GR 4 2775 


PUBLIC SALE 
Saturday, September I 
1962 


Needed — 
Used Trailers 


As Trade-Ins on 
N ew Mobile Homes 


Only 5 Trailers Left at the 
Reduced Prices . . . 


Trade Now and Live for 
Less with Luxury 


GR 4-5722 


GR 4-4907 


150 E. Main St. 
GR 4-3550 


Type- 
writers 
Adding 
Machines 


Paul A. Johnson, GR 4-2680 
Office Equipment 


Want Ads 
PH. GR 4-3131! 


12. Trailers 


0*1*11*4 R eferen ce Lo Sutta*** 
I- Bt little* o f C ir c le v ille 


DAIRY PRODUCTS DE AI KRA 


GUERNSEY DAIRY 
Borden’* MUR Product* 
Phon* GR 4 


ELECTRIC APPLIANCE* 


F i n ITB 
138 8. Court St. 
Phon* GR 4 AIM 


R E T A I L L U M B E R 
D R A IN E R S 


T R A ILE R S 


24 NEW IO W IDES 
40 USED O NE & TWO 
J 
BEDROOM UNITS 
10 REPOSSESSIONS 
FOR BALANCE DU E 


! For the be<t selection of new and 
; used 
trailers 
in 
southern 
Ohio, j 
j come to W averly. These traders 
| arc well worth your trip, 


COME P R E PA R E D TO DEAL 


Low down payment, bank financ­ 
ing. Anything of value taken in 
trade. 
FREE DELIVERY 


SAVE UP TO $1,000 
W AVERLY 
MOBILE HOMES 
SALES 
U S. HIGHWAY 23 
WAVERLY, OHIO 


C edar Heights Hoar!: 
Modern, 3 bedroom house. Kitchen, utility 
room and living room. Located on a lot 60x200. F. H. A. financing 
available with $600 down Will also consider trade. 
138 Park Place. One floor plan, modern house, 3 bedrooms, living 
room, kitchen, dining area. Good size rooms, 
230 Lewis Road: 3 bedroom, 1-floor plan, modem house, full base-, 
ment, I ’a car garage, storm screen sash and doors, lot 80x120. Prop­ 
erty in good condition. 
East Union St.: 5 rooms, bath, cozy one-floor plan, 
Ranch type, 3 bedroom, modern house of larger rooms, fireplace 
rn living room and basem ent. Carpeting, dining room, enclosed breeze­ 
way, 2-car garage. Large lot in clean, pleasant area. 
425 Ruth Avenue. 2 bedroom, modern, one floor plan. Carpeted living 
room, storage area, carport. Washer and dryer included with the 
purchase of this property. 
East Mill Street 7 rooms, bath, storage building, gas furnace 
Monroe Township: 1.21 acres, unimproved 
Washington Township: 20 acres, unimproved 
Washington Township: 7 room, modern house on 2uz acres, more or 
>ss. Of m asonry construction. 3 elevations, open fireplace, hot w ater 
heat. Plateau and wooded area. 
Amanda township. I airfield County: 5 rooms, bath, garage, w arm 
house. 2 storage buildings on 1.75 acres, more or less. The house is 
a one floor plan. Will consider city property trade. 
Fairfield County: 37 acres, 
more or less, 4 room 
house closed in 
porch, I room basem ent, barn, garage, milk house with water, smoke 
house 30 tillable acres, 4 acres of timber. 
Wayne Township, just off and south of Route 22, at Route No. 56, 
For residence, club rooms, meetings, restaurant or other business use. 
Clarksburg, Ohio; Homey, 6 room, two story house on U rge shaded 
lot, with barn. Modest price. 
Chilicothe, Ohio: IO rooms, 2 baths, coal furnace, concrete 
block 
building for drive in business, wide lot. Will consider 
trade on small 
farm . 
Business 
Opportunity: 
Listing 
includes 
storeroom 
units, grocery equipm ent and stock. Good financing 


Located in Duvall, Ohio, 5 m iles North of Ashville, Ohio 
and 2 m iles South of Lockbourne Air Force Base. 


Starting 12:01 P.M. 


The following m erchandise will be offered for sale: 2-pc. 
living room suite; barrel back chair; rocking chairs, 2 
overstuffed chairs; desk; 2 — 9x12 wool rugs; I — 
rug; lam p and coffee tables; Cable upright piano; RGA 
,16-in. TV set; 2 TV chairs; daybed; Electrolux and Hoo- 
! ver sweepers; walnut dining room table; Hotpoint refrig- 
j erator; Frigidaire refrigerator; 3 wood cabinets; youth 
chair; m arble top wash stand; 5 chests of drawers; blank­ 
et chest; walnut dresser; 3-pc. bedroom suite; bookcase 
bed, com plete; I lot of bedding; double tubs; cam p cot, 
com plete; 17-in. Challenge power m ower; 20-in. Toro pow­ 
er mower; hand truck; Buffalo robe; 20 ft. x 20 ft. tar- __ 
paulin; 3 com pressor units; car top carrier; odd windows 
r e g i s t e r e d Pekingese puppies for 
and door fram es; several sheets of plywood and m any 
Cnle‘ A'‘<,ltu'n’ Soul h 
other item s. 
—.. 


CASE 4-CYLINDER TRACTOR WITH CULTIVATORS, 28. Farm Implements 
PLOW AND BUZZ SAW. 18 KT. CANOE. 


Circleville 
Mobile Homes 


1205 N. Court St. 


27. Pets 


HORSE for kale, fine 7 ye or old buck 
hkln gilding, oleaeui* horse, Call 
GR 4 2687 


j 2 M PICKER, 
attachments for M or 
J 
Super M 
good condition. John Rob 
Lunch will be served by the Friendship Circle of the 
"rU’ i'3rt?0’ N,w ,l",land 
A c h e i l i a 
F U 
R 
P h i ire* ti 
PANZER 
tractor, 
42 inch 
snow 
A s n v m e J L . U . t ) . cm ircn. 
blade, 36 inch rotary mower, IU u n h 
plow-, electric start. Git 4 6427. 


OPEN A 


CHECKING ACCOUNT 


TODAY! 


Having mot* tim* tor acfivih** 
, . , a n au tom atic b o o k k e e p in g 
record . . . an d better control of 
s p e n d in g . . . o re only a few ot 
the m an y advantages you ll get 
( r o m a c o n v e n i e n t c h e c k i n g 
account I 


Robert L. Newton, Owner 


R. E. Featheringham , Auctioneer 
Ashville, Ohio — YU 3-3051 
Clerks. Robert Bausum and Robert Cline 
PUBLIC SALE 


29. Gar.-Produce-Sceds 


APPLES, all popular varlet!** in mea 
f.on, 
excellent 
quality 
GR 
4-4700. 
Good Orchards, Stoutsville 


BO. Livestock 


_ . . 
. 
. 
. POR SALE 
20 head white face cow* 
Owing to the death of my husband, I will scil at Public Auction at 
and calve*, a mile* north A shville, nt. 
my residence located 2 miles South of Stoutsville, ’ a mile East of the 
Ashville. < «-<ii Rhin**mith. 
Fairfield Pickaway County line on the Bunker Hill Road, on 
Saturday, Sept. I, 1962 


Beginning promptly at 12:00 Noon, the following articles. 


14 — Head of Cattle — 14 


3 
apartm ent 


George C. Barnes, Realtor 


130 East Main Street 
GR 4 5275 


19. Farms for Sale 


ANKROM LUMBER AND SUPPLY 
m W Mein St 
Phone GR 4 MT* 


CIRCLE VILLE BUJLDWG SUPPLIES 


TM & 
P U h e w a y 01 
P hot** O R SHUM 


IS. Apartments tor Rent 


lo? acres, corn, hogs, cattle farm , good buildings, fences 


and land. 6 room s with bath fair, 3 m iles east of Circle­ 


ville. To see call . . . 
M ILTON H. RENICK 


REAL ESTATE BROKER 


G R 4-2358 
or 
YU 3-3137 


Secwi Nafouofl Bulk |h.LHr^,h,eVrn?.^“ed Br"d “** " ^ ",V" * 
* y',rUnS 


Farm Implements, Misc. 


Farmall ll tractor with cultivators; Massey-Harris combine P.T.O.; 
Int 
2 bottom 12-in. breaking plow on rubber; Int. 7-ft. tractor disc; 
grain drill; Int. manure spreader; Int. 7-ft. t>ower mower; cultipack* 
cr; corn planter; wheat binder; hay loader; Int. side delivery rake; 
feed grinner; rubber tire wagon with steel bed; hay ladders; roto 
tiller; buzz saw; power lawn mower; extension ladders; fence stretch­ 
er*; battery charger; harness; 
butchering tools; ( raftsman power 
saw; Win. electric drill; electric motor m d grinder; hog feeder; 
locust pods; roll of fence; hand tools 
IOO BALES OK STRAW. 
12x14 BUILDING ON RUNNERS, 


Household Goods; 


Five piece breakfast suite; dining room table; 2 double beds, rock­ 
ing chairs; straight chairs; folding chairs; kitchen cabinet: dresser, 
2 wash stands, buffet: 2 wool rugs; Walnut corner cupboard; antique 
brace and bits, sickle; cooking utensils, silverware; dishes; other 
articles too numerous to mention. 


TERMS; CASH ON DAY OF SALE 


CIRCLEVILLE, O H IO 


WMH ItMllt W tM 
i n t 
amu Ane i.Ncowio ta t 


24. Misc. for Sole 


LOW ERY 
org*n. 
2 
m anual, 
walnut 
case, like new. YU 6-7541. 


ASBESTOS vhingUi ru tie’ , u**d enc*, 
$15, GR 4-68)1 


1959 YAMAHA motorcycle, 6 OOO mile* 
E l e c t r i c 
*iarte r 
KL<' CH). 
C a l l 
GR 4 2698 


Av*., 


START til* **a»>on right with a n e w 
M anhattan rubber bowling ball. Con­ 
tact Shelby Dye, 121 W I l i o n 
Phon* GR 4 6356 


~ C A R BATTERIES 
$9.95 up 


To Fit Most Compacts 
Mrs. Ray Rife 


*4- a**???!. *** * gentlemen 
preferred 
kfK i 1157 
HS E Mam St, 


AUCTIONEER: WILLISON LEIST, 
Circleville, Ohio —- Phone GR 4 2614 
Lunch Will Be Served 


Add a Room 


a loan for 


Home Improvement 


Got tile cash you need to 
repuir, remodel or m od­ 
ernize your home. A hom e 
im provem ent 
loan 
here 
costs little, is easy to re­ 
pay. 


L::^ I 
The Scioto Building 
and loan Co. 


157 W. Main St. 
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C R O S S W O R D P U Z Z L E 


A m o s * 
I. Galt 
5. Light 
bedstead* 
•. Calking 
hemp-ftber 
IO. BUtptical 
figurr* 
IS. J ourney* 
13. Stairway 
post 
IC Browns, bt 
the sun 
IS. Grate 
IO. “ Whit* 
elephant** 
notice 


I. Related 
I. Sports­ 
man’* 
pilar* 
I. Printer*' 
measure* 
5. Uneasy 
6. A cn e* 
7. New 
Zealand » 
ever­ 
g reens 
8. Slumbered 
0. Capital of 
Canada 
II. W eaver1* 
reed 
IT. G olfer* peg IS. View 
IO. Pigpen 
19. Discolor* 
through 
exposure 
to air 
S3. Former 
Turkish 
coin 
24. Childlike 
28. Protected 
SO. Polynesian 
herb 
SS. Old time* 
84. Left guard, 
In football; 
abbr. 
85. Obstinate 
87. Wash 
39. West Ind. 
island 
40. Bank 
custom er 
41. Author —— 
Chekhov 
42. Leaves out 
43. Warbled 
44. Well-bred 
woman 
DOWN 
I. Shows off 


27. 
circus** 
IO To; prefix 


21. Man** 
nick* 
non mi 
22 .--- 
An­ 
tonio, 
Texas 
29. Fish 
26. Smooth 
to 
th# 
tast* 
27. Lawn 
trimmer* 
29. Winged 
Insect 
80. Hawaiian 
gooseberry 
81. Formerly 
Persia: 
POSS. 


Aa* wa* 
32. Girl'* 
n ame 
36. Kind of 
J acket 
37. Priest in 
Tibet 
38. Very eag er 
40. Peruvian 
coin 
% 
I 
2 
3 
4 VAs 
T 
• ^% 
•» 
IO 
ll 


IX 
; 
ii 


• A 
% 


IS 


Ha 
% 
IT 
t* 


• * 
l o 
i i 
TX %b 
:% 
IT 
r 
2 4 
a f 
XA 
*7 
iiid 
> 
: : 
29 


IO 
l l 
J I 
%d 
3 4 


I* 
I to 
% 
1 7 
l l 


4 * 
% 
4 0 


Al 
/A 
Ax 


4 1 
% 
4 4 


B i o 


Daily Television Schedule 


Thursday 


Bold Type Denotes Color Telecast 


4:30— (4) Here** Hollywood 
(6) Casper Capers 
(IO) Edg e of Night 
4:55— (4) News 
5:00— (4) Movie — 
“ Presenting 
Lily Mars” P ar t I 
(1943) 
(IO) Elippo 
6:30— (6) International Detective 
5:55— (6) Weather —Earl Green 
6:00— (0) Highway 
Patrol 
(IO) Dinner Theater 
6:25— (6) News 
(4) News Weather, Sports 
(IO) Weather 
6:30— (6) Huckleberry 
Hound 
(IO) Window on Main Street 
6:45— (4) News 
7:00— (4) Sportsman 
(6) W hirlybird* 
(IO) News 
7:15—(IO) News — Walter Cron- 
kite 
7:30— (4) Outlaws 
(6) Ozzie and Harriet 
(IO) Best of Groucho 


8 :0 0— (6) Donna heed Show 
(IO) Movie “ Saigon 
8 :30— (4) Dr. Kildare 
(6) Heal McCoys 
9:OO— (6) My Three Sons 


1 1:3 0— (4) Lively Ones 
(tt) Law and Mr. J ones 
9 :55—(IO) Ask Channel IO 
10.00—(4) Sing Arum? with "Hitch 
(6) Untouchable*^ 
(IO) Anas and Arabesques 
11:00— (4) News, Weather, Sports 
(fi) News, Weather, Sports 
(IO) News, Weather, Sports 
11:20— (4) Tonight 
(fi) Editorial 
(IO) Movie — “ Holiday'* 
(1938) 
11:25— (6) Houndtible 
11 :3 0 - (6) Steve Allen 
1:00— (4) News, Weather 
(IO) Amos ’n’ Andy 
1:05- (4) Daily Word 


1 :1 0— (4) Three Stooges 
1:10—(IO) Amos ’n Andy 


Friday 


Bold Type Denotes Color Telecast 


4:30- (4) Here s Hollywood 
(6) Casper Capers 
(IO) Edge of Night 
4 :5 5 - (4) News 
5 :0 0 - (4) Movie — 
‘‘Presenting 
Lily M ars” Part 2 
(IO) Elippo 'Hie Clown 
5:80— (6) Citizen Soldier 
5 :5 5 - (6) Weather 
6:00—(IO) Dinner Theater 
(« ) Highway Patrol 
6:25— (4) W eapon, News, Sports 
(6) News 
(IO) Weather 
6:30— (6) Seven League Beads 
(IO) US Marshal 
6 45— (4) NBG News 
7:00— (4) Stag e 7 
(6) Everg lades 
7:15—(IO) News — Walter 
Cron 
kite 
1:8 0— (4) International Showtime 
(6i King of Diamonds 
8:00— (6) Hathaways 
(IO) Rawhide 
|:8 0 — (4) The Detective* 
(6) Flintstone* 
(IO) Route 
9 .00— (8 ) Sunset Strip 
9 :30- (4) Special fern Women — 
“ The Problem Child" 
(IO) Father of tho Bride 


10:00— (6) Target: Corruptor* 
(IO) Twilight Zone 
10 30— (4) Chet Huntley 
(IO) Eyewitness 
11:00— <4* News, Weather, Sports 
< 6 1 News, Weather, Sports 
(IQI News, Weather, Sports 
11 20— (I) Tonight 
(6) Editorial 
(IO) Movie — “ It Happen­ 
ed One Night” 
11:25— (6) Roundtable 
ll 30— DD Movie — “ Blessed Ev­ 
en t” 
I OO— (4) News, Weather 
1:05— (4) Dally Word 
1:10— (4) Movie — “ Dulcy” 1940 
1:20—(IO) Amos ’n Andy 


I?* HIK PROBATE COVET 
OE PH KAWA V CUI HTV, OHIO 
Hobart Tracy. 
C 
Maxw ell Graham , 
and J antes 
ll 
MuaxaUman, Truatees 
Under 
Item 
Three 
a i 
the 
Will of Cmtha Bostwick, D eceased, 
Plaintiffs. 
v s. 
Mark 
M cElroy 
Attorney 
General of 
Tile State of Ohio. Columbus, 
Ohio, 
KT, AL, 
Defendants 
.HO 
ZOSA I 
LEGAL 
NOTICE 
Ttie 
unknown 
heir*, 
de vim es. 
Ie : 
Sateen, executors and administrators, j 
of Orrtha Bostwick, deceased, will take j 
notice that the 
trustee* Under 
tte.n I 
Three of the will of Cintha Bostwick; \ 
on the auth day of J uly, 
1*62, filed 
their petition in 
the 
Probate 
Court 
within and for the County of Pick*- > 
way, and State of Ohio, for declare- ; 
tory judgement that she died seu ed in 
fee sim ple of the following desortoed 
real estate, situated in said County, to- 
wit 
Situated rn the counties of Madi­ 
son and Pickaway and State of Omo j 
and described as follow* to-wit: 
Beginning at a stake North West 
com er to J ohn Allure * Tract of IOO 
acre* as surveyed and laid off by 
J ohn Evens, being a part of Waiter 
Baylor's Survey No 4*14 
Thence N, 
76 deg rees E. *83 pole* to a Spanish 
Oak, 2 white oak* 
and 
a Hickory 
North East corner to J ohn Alkirt'a 
tract aforesaid 
Thence N 
SS1 a deg ­ 
ree-. W 77 poles to a stake and three 
marked white oaks as pointers here­ 
to which is the corner made by Eli- 
r e ady 
for te stin g n ext fall, 
as 
Laughan 
on 
the 
North East 1 
corner of a Survey of 600 acres sold 
by Baylor 
to 
J ohn 
Alk ire; Thence 
with the upper line of said survey S. 
70 
Deg rees 
W 
275', 
poles 
to 
douhle S na rush Oak North East corn­ 
er 
to 
J ohn 
Alklre's 
Tract 
of SOO 
acres, thence S 27'j deg rees E 4ts1 a 
poles to the 
tie ginning containing 
J 
<1001 One 
Hundred Acres of Land 
including all 
that part 
of the four I 
acres of land conveved to Isaac Al­ 
kine bv W’ 
D 
Wo**! 
md wife by 
deed dated April 15. 1952 
The prayer of said petition is for i 
declaratory 
judgement 
and 
the 
sal* 
of said prem ises to com ply with the 
general intent of the Testator. 
The 
person* 
above 
mentioned 
wilt s 
further take n*>t’ce that th« ?V h a z e 
been made parties defendant to said 
petition and that thev are required to 
answer the sam e on or before the 20th 
day of O ct'tw - 
lo** 
HOBERT H HUFFER 
Attorney for Plaintiff 
Aug let .10, Sept I* it, 2«> 27, Get 4 


NOTICE OF 
ti* POI HTM ENT 
No 20972 
E nate of Chark » Hush D eceased 
Notice is hereby g iven that Robert 
ll 
Huller wh<» >e P<» $t Office address is 
210 S 
Court Street, Circleville, Ohio 
I has been duly appointed Administrator 
of the Estate of Charles Bush late of 
Pickaway County, Oru ». deceased 
Dated this. 7th day of August, BM* 
GUY G CLINE 
J udge of the Probate Court 
Pickaway County, Ohio 
Aug 
16. 23. 3 0 


NOTICE OF 
%P POINTM EN! 
Ho. 20971 
Estate of Flora C. Buvh Ileteised 
Notice vs hereby given that Robert 
ti 
Buffer whose Pc Ut Office address 
is 210 S Court Si reel. Circleville, Ohio 


Grid Helmet 
Study Starts 


Air Force, Dayton 
Firm Seeking Safety 


DAYTON, Ohio (AR t—The 
Air; 
Force 
ami 
a 
manufacturer 
of 
athletic 
equipment 
are 
gmg 
lo 
tollaboraie rn making what th** 
hope will be safer football hel­ 
m ets. 
Donald 
Huxley, an Air 
Fore* 
clothing expert at W right PaVur- 
son Air Force Base, will design 
a hollow, suspension - type, plastic 
helm et 
The 
Rrdde 
Athletic 
Equipment 
Co. here will manufacture the rub­ 
ber-padded, dose-fittmg headgear 
I 
The models ar ? expected to be 


The m ove for safer helm ed be­ 
gan 
rn 
D a y t o n 
area 
last 
week 
after 
a 
14 year-old 
Xenia 
boy, 
J am es 
T 
Pteiffenberger, 
was 
killed practicing foothill. 
The committee seeking the im­ 
proved equipment includes physi­ 
cians 
and 
Dayton 
area 
football 
coaches 
Investigators 
working 
on 
the 
Xenia 
boy’s death said the face 
guard attached to he youth’s hel­ 
met 
evidently 
was 
pushed 
up 
ward and the hard edge of the 
back of the headg ear pressed on 
the boy’s neck, injuring the brain. 
I^ast week Huxley told the m em ­ 
bers he has spent years working 
with helmets and the Air Force 
has spent millions of dollars 
He 
said 
one 
of 
the 
definite 
weaknesses 
of 
today’s 
footbaH 
helmets is the dUfribution of the 
force of impact 
He said the Air 
Force helmet distributes the im 
pact over the entire 
head w hile 
football helmets do not. 


Judd Saxon 
b y K •« « B o l d 


Im a cw t ai ary wpAwn? w« rAU-. ' 


r s o f HOAL Joe V V i t h o l d s 'it s 
THC MAW 5A*S ITO . RASI lf W T I- C N S / 
(UIL HIT TMP. 
I COAST AND 
MOVE At AXD! 


Blondie 
by Chic Y o u n f 


Rip 


has bet-n duly appointed Adtm nutrjtor 
of the Estate of Flora C. Bu.-h lute of 
Ptrkaw ay County, Ohio 
deceased 
Dated this 7th day of August, 1963 
GUY G CLINE 
J udge of the Probate Court 
Pickaw ay County, Ohio 
Aug 
16 
23. 30 


Manager 
Ralph 
Hook 
of 
the 
Yankees played American Legion 
baseball at Lawrence. Kan. 


on LABOR DAY 


OUTING NEEDS 
at our 


(SBW ) 
Drug Store 


T V 
SERVICE 


Guaranteed 


GR 4-7320 


• A.M. * 8 P.M. Dally 


Town & Country IV 
103 Fairview Ave. 


Dickenson 


Donald Duck 


-7 ^ 


by W a lt Disney 


-TV 
LOO'-C5 ’V>vf X Vt'OL LON* 
|£>ANSS1^0L’S>TO sJC--4 "7 W T— 
I 2 0 S 5 N r IT£ *1 a r - A - = o O ’ 
( PRuIN .NCi 
■ r <S.usxE>^ii 


U lS /^ N/C lZ T V^ 
? LOOK J r>r T T SE N O iSr\ 
S^N— — ■- y n o w cO'W'z. tJ 


\( I 6'<EW IT FXCM 6E E 2 s ) 
O F AN UNUSUAL. 
SI 
LlHORTICULTURAL GKA F T ) 
-------— 
MADE O F... / 


p 
l 


^ 
V 
.|U Im, «M 
• 
I 
___ _ 
— 


Beetle Bailey 
by M o rt W a lk * ? 


p mrn 


P K O H STL COl K l 
N O T I C E 
AU interested part it* ate hereby not. 
tiled that the follow mg Administrator*, 
Executor* 
and 
Guardian 
have filed 
their accounts rn the Probate Court of 
Ptckawa) County, Ohio 
No. 2u• 65 Lyle A 
Waiters. Adminis­ 
t r a t o r of the estate 
a t Laurence E. 
Walters, deceased 
Final account. 
No 
*>758 August 
E 
Held. Adminis­ 
trator of the estate of Arthur H 
Held, 
(19 48 ) 
deceased 
First and final account. 
No 20888 Ray P Reid, Administrator 
■ of the estate of Sylvia M 
Reid. de 
I ceased 
Frst and final account. 
No. 20676 Donald J G<**1, Admsmstr- 
* a tor of the estate of Michael M. Good, 
! deceased 
Final account. 
No 
2o<97 Arthur WinJ oufb and Earl 
Maxwell 
Wmfough 
Executors of the 
estate of Elizabeth A 
Wmfough, de­ 
ceased 
First and final account 
No. 2 0 2 66 Frances T 
Cl*» ud. 
Execu­ 
trix of the estate of C'.irence Monde! 
Cloud, deceased First final and distri­ 
butive account. 
No 
'.2844 Catherine Sturgeon Ater, 
Guardian of Earl Ater, an incom pet­ 
ent person 
Twenty third account. 
A d that said accounts will be for 
hearing 
md settlem ent 
before 
t h i s 
Probate Court on Monday, September 
17th, I‘MS at 9 o'clock A 
M. Excep­ 
tions to said accounts, lf any, must 
he filed herein on or before Septem ­ 
ber lith. LMS. 
With* 
my hand 
and the seal # f 
said Probate Court this 
15th day of 
August, 1962 
GUY O CLINE 
Probate J udge 
Aug 
16, 13, 30, Sept 8 


f l U o j M p l / "Bug/! 


Flash Gordon 
by Dan Barry 


Old Kl. 23 
*( W alnut 
Credit 
P ike! 


Etta Kctt 
by Paul Robinson 


POLKA 


3 V A l S en *. 


# RCA Victor's lowest-priced automatic phono­ 


g r a p h -te rr ific tor teenagers! 


# Automatic "Floating Action" record changer 
plays all monophonic records, any size, any 
speed 


# Permanent magnet speakerdelivers high fidel­ 
ity "Golden Throat" tone 


# Continuous Tone Control lets you emphasize 
bass or treble as desired 


# Sensitive crystal pickup has flip-over dual- 
point stylus 


# Rugged, lightweight case Is handsomely fin­ 
ished in Charcoal and White 


BEST DEAL I N TOWN 
I 


C ER T IF IED 


HI T E ST 
29’ 


224 Prizes Weekly 
Fur Stole 
Bicycle 
$100 Cash, etc. 
No P un have Rpqiiirwl 
Larky Dec» l C w tid 
CERTIFIED OIL CO. 
1030 8 . Co u rt St. an d 3 Miles No rth o n U. B. 2 3 


w 
k 49 9 5 


LOW HANK FINANCING 


THE MOST TRUSTED NAME IN SOUND 


Stonerock’s T.V. 


410 S. Pickaway St. — GR 4-4756 


Brick Bradford 
by Paul Norris 


Ridgeway 


> 


The Circleville Herald, Thur. August 30, 1962 
I I 
___________ 
Clrctovtll# Ohio 


C R O S S W O R D P U Z Z L E 


ACHONG 
I. Galt 
0. Light 
bedstead* 
9, Calking 
hemp-ftber 
IO. Elliptical 
figure* 
12. Journey* 
13. Stairway 
poat 
14. Brown*, In 
th* min 
15. Orate 
16. "Whit* 
elephant** 
notice 
IT. Golfer's peg 
18. Pigpen 
19. Discolors 
through 
exposure 
to air 
33. Former 
Turkish 
coin 
24. Childlike 
28. Protect**! 
SO. Polynesian 
herb 
33. Old times 
84. Left guard. 
in football; 
abbr. 
35. Obstinate 
37. Wash 
39. West Ind. 
island 
40. Bank 
customer 
41. Author ——. 
Chekhov 
42. Iioave* out 
43. Warbled 
44. Well-bred 
woman 


DOWN 
1. Shows off 


2. Related 
I. Sports­ 
man's 
p ities 
4. Printers' 
measures 
5. Uneasy 
6. A rn MMB 
7. New 
Zealand » 
ever­ 
greens 
8. Slumbered 
9. Capital of 
Canada 
l l . W eaver's 
reed 
15. View 


circus'* 
20. To: prefix 


21. Man's 
nick- 
name 
22 .-- 
An* 
ton lo, 
Texas 
25. Fish 
26. Smooth 
to 
t h e 
taste 
27. la w n 
trimmers 
29. Winged 
insect 
80. Hawaiian 
gooseberry 
81. Formerly 
Persia; 
POSS, 


le»t*rd»y'« Astern 
32. Girl s 
name 
36. Kind of 
Jacket 
37. Priest in 
Tibet 
38. Very eager 
40. Peruvian 
coin 
% 
2 
3 
At Va 
5 
tm 
I 
• % 
•9 
I 


to 
ti 


IX 
% 
i3 


14 
\ 
IS 


lim 
IT 
. , 1 


I* 
l o 
i i 
a i %N 
n 
% 


24 
a s 
l b 
17 
-I%I , 
2* 
a e 


TO 
l l 
i i 
l l 
%% 
14 


l f 
It. 
% 
i ? 
4* 


4 0 


4 I 
& 


4x 
% 


41 
% 
4 4 
i 
a so 


Daily Television Schedule 


Thursday 


Bold Type Denotes Color Telecast 


4 30— (4) Here's Hollywood 
(8) Casper Capers 
(IU) Edge of Night 
4:55— (4) News 
5:00— (4) Movie — 
“ Presenting 
Lily Mars” P a r t I 
(1943) 
(IO) FUppo 
6:30— (6) International Detective 
5:55— (6) Weather —Earl Green 
6:00— (6) Highway 
Patrol 
(IO) Dinner Theater 
6:25— (6) News 
(4) News Weather, Sports 
(IO) Weather 
6:30— (6) Huckleberry Hound 
(IO) Window on Main Street 
6:45— (4) News 
7:00— (4) Sportsman 
(6) Whtrleybirds 
(IO) News 
7:15—(IO) News — Walter Cron- 
kite 
7:30— (4) Outlaws 
(6) Ozzie and Harriet 
(IO) Best of Groucho 
8:00— (6) Donna Heed Show 
(IO) Movie “Saigon" (1948) 
8:30— (4) Dr. Kildare 
(6) Heal McCoys 
9:00— (6) My Three Sons 
9:30— (4) Lively Ones 
(6) Law and Mr. Jones 
9:55—(IO) Ask Channel IO 
10.00—(4) Sing Ahing with Mitch 
(6) Untouchable*^ 
(IO) Anas and Arabesques 
11:00— (4) News, Weather, Sports 
(6) News, Weather, Sports 
(IO) News, Weather, Sports 
11:20— (4) Tonight 
(6) Editorial 
(IO) Movie — “ Holiday" 
(1938) 
11:25— (6) Roundtable 
11:30— (6) Steve Allen 
1:00— (4) News, Weather 
(IO) Amos ’n’ Andy 
1:05- (4) Daily Word 
1:10— (4) Three Stooges 
1:10—(IO) Amos ’n Andy 


Friday 


Bold Type Denotes Color Telecast 


10:00— (6) 
(IO) 
IO 30— (4) 
(IO) 
11:00— (4) 
( 6 ) 
(IO) 
11:20— (I) 
( 6 ) 
(IO) 


11:25— (6) 
11:30— (6) 


I: OO-- ( 4 ) 
1:05— (4) 
1:10— (4) 
1:20— (IO) 


Target: Corruptor* 
Twilight Zone 
Chet Huntley 
Eyewitness 
News, Weather, Sports 
News, Weather, Sports 
News, Weather, Sports 
Tonight 
Editorial 
Movie — “ It Happen­ 
ed One Night" 
Roundtable 
Movie — “ Blessed E v­ 
ent" 
News, W eather 
Daily Word 
Movie — “ Dulcy" 1940 
Amos ’n Andy 


M anager 
Ralph 
Houk of 
the 
Yankees played American Legion 
baseball at Law rence, Kan. 


4:30— (4) 


( 0 ) 
(IO) 
4 :5 5 - (4) 
5:00— (4) 


(IO) 
5:30— ((>) 
5:55— (6) 
6:00—(IO) 
( 6) 
6:25— (4) 
(6) 
(IO) 
6 :3 0 - (6) 
(IO) 
• 4 5 - (4) 
7 :0 0 - (4) 
(6) 
7:15—(IO) 


7:80— (4) 
(6) 
8 :00— ( 6 ) 
(IO) 
1:80— (4) 
(6 ) 
(IO) 
9 ;0 O ~ ( 6 ) 
9:30— (4) 


(IO) 


Here’s Hollywood 
Casper Capers 
Edge of Night 
News 
Movie — 
“ Presenting 
Lily Mars" Part 2 
Flippo 'Hie Clown 
Citizen Soldier 
Weather 
Dinner Theater 
Highway Patrol 
Went hoi, News, Sports 
News 
Weather 
Seven League Boots 
US Marshal 
NBG News 
Stage 7 
Everglade* 
News — Walter Cron 
kite 
International Showtime 
King of Diamonds 
Hathaways 
Rawhide 
'Hie D etectives 
Flintstonea 
Route flu 
Sunset Strip 
Special for Women — 
“The Problem Child" 
Father of lh© Bride 


Open 
Labor 
Day 


9 A. M. to 
2 P. M. 
SUPER 


M 
P E * 


Old Kl. 23 
at Walnut 
Creek 
Pike! 


BEST DEAL IN TOWN 


CERTIFIED 
HI TEST 
299 


224 Prizes Weekly 
Fur Stole 
Bicycle 
$100 Cash, etc. 
No Purchase Required 
Lucky Decal Contest 


CERTIFIED OIL CO. 
MKH) H. Court St. and 3 Mile* North on IL S. 23 


IN nils. I* KOB Al E c o l KT 
I 
OI FU K VW VV c o l VTV, OHIO 
tto h * rt 
T ra c y , 
C 
M axw ell G ra h a m . ! 
and 
J a m e s 
ll 
M us*eU rnan, 
T ru ste e s 
U nder 
Item 
T h ree 
at 
the 
Will of C intha B ostw ick. D ece ased , 
P latn u ffa, 
„ 
va. 
M ark 
M c E lro y , 
A tto rn ey 
G e n e ra l of 
T ile 
S ta te 
of Ohio. 
Co turn bu*. 
Ohio, ! 
KT, AL, 
I 
Defendant* 
KO 
BUW* I 
IJK!. VI. 
NOTICE 
T he 
Unknown 
heir*, 
d ev iate* . 
Ie- ' 
k a tees, 
executor* and 
a d m in istra to rs . 
or Ct nth a B ostw ick, d e cea sed , will lak e [ 
notice 
th a t 
the 
trustee* 
U n d er 
Item 
T h re e of the wilt of C in th a B ostw ick; 
on the 
fcUh day of Ju ly . 
I d a , 
filed 
th e ir petition tn 
the 
P ro b a te 
C ourt 
w ithin 
and for the C ounty of 
P ic k a ­ 
w ay. 
and S tate of Ohio, for d e c la r a ­ 
tory ju d g e m e n t th a t sh# died * « u e d in 
fee aim pie of the follow ing d e sc rto e d 
re a l e sta te , situ ated In said C ounty, to­ 
w n 
S itu ated in the co u n ties of M odi 
*on an d P ick aw ay and S ta te of Onto j 
and d e sc rib e d as follow s t o w it: 
B eginning al a sta k e N o rth W est 
c o m e r to Jo h n A lk ire's T ra c t of IOO I 
a c re s 
as su rv ey ed and laid off by 
Jo h n E v en s, tieing a p a r t of W aiter 
B a y lo r's S urvey No 444 
T h en ce N 
7# d eg rees K 2*3 pole-, to a S panish 
O ak. 
2 
w hite oak* 
and 
a 
H ick o ry I 
N o rth E a st c o rn e r to J hn A lk lre 'i 
tr a c t afore said 
T hence N 
82'* d eg 
ree 
W 
77 poles to a sta k e an d th re e 
m a rk e d w hite oaks as po u tier* h#*-«- 
to w hich Is the c o rn e r m a d e by EU- 
a* 
L au g h an 
on 
the 
N o rth 
E a st 
c o rn e r of a S urvey of SOO a c re s sold 
by Ba v tor 
to 
John 
Alk ire; T h en ce J 
w ith the u p p er line of said su rv e y S, 
70 
D eg rees 
W 
* 7 3 ', 
poles 
to 
double S panish O ak N orth E a s t c o rn . 
e r 
to 
Jo h n 
A lkire's 
T ra c t 
of IOO 
a c re s, th en ce S 2 
7 
d e g re e s E 
49' , 
poles pj the 
beginning, 
co n ta in in g j 
I IOO) 
O ne 
H undred 
A cres <>f 
L and 
including 
al! 
th at p a rt 
of th e four 
a c re s o f land conveved to Isa a c Al- 
kl re by VV, D 
Wood 
a->d 
w ife by 
d eed d a te d A pril 15, 
1952 
T he 
p ra y e r of said 
p etitio n 
ta 
for 
d e c la ra to ry 
ju d g em en t 
an d 
th e 
sale 
of -aid p rem ises to com ply 
w ith the 
g e n e ra l in ten t of the T e sta to r. 
Tile 
p erso n s 
above 
m en tio n ed 
will 
fu rth e r ta k e notice th st 
thgy h a r e 
b een m ad e 
p arties d e fe n d a n t to said 
petition and th at they a r e re q u ire d to 
a n sw e r the sam e on o r b efo re th e 2oth 
d ay of O rt h-# 
!<*g<* 
H O B ER T H 
H U E T E R 
A ttorney for P lain tiff 
A ug *3 30 Sept 15 13 Jo 27, O ct. 4, 


N O TIC E O F 
A P P O IN T M E N T 
No. 20972 
E sta te of ( h a r t t H ush D e c e a se d 
N otice i* h ereby given th a t 
R obert 
B u ffer w hose P o st O ffice a d d re s s is 
*10 
S 
C ourt 
S treet. 
C irclev ille, 
Ohio 
h as b een duly appointed A d m in istra to r 
of th e E sta te of C h a rles B ush la te of 
P ic k a w a y C ounty, Ohi ., d e cea sed 
D a te d this 7th day of A ugust, 
19d2 
GUY G C L IN E 
Ju d g e of the P ro b a te C o u rt 
P ick aw ay C ounty, O hio 
A ug 
l«. 2d. 30 


N O T IC E OE 
A P P O IN T M E N T 
No. 20971 
E s ta te of F lo ra C. B ush D eceased 
N otice is h ereby given th a t 
R o b ert 
H. 
B uffer w hose P o st O ffice a d d re ss 
Is 210 S C ourt S treet, C irclev ille, Ohio 
h as been duly ap p o in ted A d m in istra to r 
of the E s ta te of F lora C. B ush la te of 
P ick* w ay C ounty. Ohio, d e c e a se d 
D a te d this 7th day of A ugust, 1962 
G UY G C L IN E 
Ju d g e of the P ro b a te C o u rt 
Pickaway County, Ohio 
A ug 
is 
2:5. 30 


Grid Helmet 


Study Starts 


Air Force, Dayton 
Firm Seeking Safety 


DAYTON, Ohio (A P)—The 
Air 
Fore© 
ami 
a 
m anufacturer 
of 
athletic 
equipment 
are 
gmg 
to 
lollaborate in making what th** 
hop© will be safer football hel­ 
mets. 


Donald 
Huxley, an Air 
For©© 
clothing expert at Wright-PaU&r- 
son Air Force Base, will design 
a hollow, suspension - t>pe, plastic 
helmet 
The 
Rtdde 
Athletic 
Equipment 
Co here will m anufacture the rub­ 
ber-padded. Hose-fitting headgear 
The models ar? expected ta be 
ready for testing next fall. 
The m ove for safer helm ed be­ 
gan 
in 
D a y t o n 
srea 
last 
week 
after 
a 
14 year-old 
Xenia 
boy. 
J a m e s 
T 
Pfeiffenberger, 
was killed practicing football. 
The com m ittee seeking the im ­ 
proved equipm ent includes physi­ 
cians 
and 
Dayton area football 
loaches 
Investigators 
working 
on 
the 
Xenia boy’s d ea 'h said the face 
guard attached to the youth’s hel­ 
met 
evidently 
was 
pushed 
up­ 
w ard and the hard edge of the 
back of the headgear pressed on 
the boy’s neck, injuring the brain. 
I^ast week Huxley told the m e m ­ 
bers he has spent years working 
with helm ets a n i the Air Force 
has spent millions of dollars, 
He 
said 
one 
of 
the 
definite 
w eaknesses 
of 
today’s 
football 
helm ets is the distribution of the 
force of impact. He said the Air 
Force helm et distributes the im ­ 
pact over the entire 
head w hiie 
football helm ets do not. 


Judd Saxon 
by Ken Bold 


i i a coital a rf NfAivtqe miryau«. ' 


Blondie 
by Chic Y o u n g 


Rip Kirby 


on LABOR DAY 


OUTING NEEDS 
at our 


MKS /elan1 
\n B AMJ 
Drug Store 
- * 


I v 


SERVICE 


Guaranteed 


GR 4-7320 


• A M ,. s P M Daily 


Town & Country TV 
103 Fairview Ave. 


by Prentice O’ Dickenson 


Donald Duck 
by W a lt Disney 


P R O B ATE COL K I N O TIC E 
All in te re ste d p a rtie s a te h ereb y n o t­ 
ified th a t the follow ing A d m in istrato rs, 
E x e c u to rs 
an d 
G u a rd ia n 
have filed 
th eir acco u n ts rn th e P ro b a te C o u rt of 
P ick aw ay C ounty, Ohio 
No. 3o<&3 Lyle A 
W aiters, A dm inis­ 
tra to r of the 
e sta te 
of 
L au ren ce 
E . 
W alters, d e c e a se d 
F in al account. 
No. H I H A ugust E 
Held, A dm inis­ 
tra to r of the e s ta te of A rth u r H 
Held, 
d ecea sed 
F irs t and final account. 
No 2D88H R ay P 
R eid, A d m in istrato r 
of the e s ta te of S ylvia M 
R eid, d e 
c eased 
F r» t and final account. 
No. 2D67S D onald J 
G o o d A d m in istr­ 
ato r of the e s ta te of M ichael M . Good, 
d eceased 
F in al acco u n t. 
No. an797 A rth u r W iniough and E a rl 
M axw ell 
W tnfough 
E x ecu to rs of 
the 
e sta te of C aza beth 
A. 
W m fough. d e­ 
ceased. F irs t and fin al account 
No. *)2tk5 F ra n c e s T 
Cloud, 
E x e c u ­ 
trix of th e e s ta te of C laren ce M endel 
Cloud, d ec# a ,#d F irs t final and d is tri­ 
butive acco u n t 
No 
12*44 C a th e rin e S turgeon A ter, 
G u ard ian of E a rl A ter, an in co m p et­ 
ent perso n 
T w en ty th ird account. 
And th a t sa id acco u n ts will lie for 
hearin g 
m d 
se ttle m e n t 
before t h i s 
P ro b a te C ourt on M onday, S ep tem b er 
17th. 1*62 at 9 o 'clo ck A 
M 
E xcep- 
tion* to said 
acco u n ts, 
if any, 
m u st 
be filed h erein on o r before S e p te m ­ 
b er lith , lug*. 
With* 
m y h an d 
an d th e seal of 
said 
P ro b a te C o u rt this 
15th d ay of 
A ugust, J 962 
G UY a C L IN E 
P ro b a te Ju d g e 
Aug 
I*, t i , 30. S ept 6 


Beetle Bailey 


The POLKA 
3VA1 Series 


# R C A Victor's lowest-priced automatic phono­ 


graph — terrific for teenagers’ 


# Autom atic "Floating A ction ” record changer 


plays all m onophonic records, any size, any 
speed 


# Permanent magnet speakerdelivers high fidel­ 


ity “Golden Throat" tone 


# Continuous Tone Control lets you emphasize 


b a ss or treble as desired 


# Sensitive crystal pickup h a s f l i p - o v e r dual­ 


point stylus 


# Rugged, lightweight case Ts handsomely fin­ 


ished in Charcoal and W hite 


w 
k *40.9 5 


LOW BANK FINANCING 


@ 
L>) t h e MOST t r u s t e d n a m e in s o u n d 


Stonerock’sT.V. 


410 S. Pickaway St. — GR 4-4756 


by M ort W alk e r 
s 
n 


Flash Gordon 


S 3 
by Dan Barry 


Etta Kett 
by Haul Robinson 


' l r 
- v m 
r 


TMSQC'S AnOTWEQ 


b o y d o w m s t a s s n 
TMS LIVING BOOM/ 


U 
S 
, 
- 
A 


r 
J U 
T 


;A 
‘ 
* V - 
v 
. 
• 


Brick Bradford 


E T " 
/v f /it* aw a y rum 9 u* aac£ t u t plo *B 
T **O U G h - HSA VY 0 * 4 * O ' tT * WAY TV T U t 
a asa who* a r u t aocm-m su t u t 9 a v 
THM t o r TOM O* T*e AUO APC a e s AV-* 


O v T u t B u tt... 


" w a AOL* P IC K IN S UP 
a ♦ r e a d y a s t p - 
a a e p w 
m 
r v e 
PO RTIO N A\kjZK(MC 
S » M 7 UP a v TVife 


VS (tv S O C P p 
K e e p tw s 
a 


by Paul Norrit 


* Bur r u g utAWBtA* h a y * loattwtB 
r u t CAtU r tv r u t 0 0 9 /r/a u M A tm tte. - 
4T Bt JLA-5 TS Otter **tti.Y AV rut 
P /f D v .A O M 4 6 , 


by Jones Cr Ridgeway 


> 
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FITNI1 Bl KIN FSS DIVISION HEADS — Outlining plans fo r their phase o f the Pickaway Co unty Co m­ 
munity Fund Campaign were these Business Div isio n captains. They are, left to ri.4ht: Dav id Blo ck, 
Ro bert 'I* Kelv ey , Few is Co o k J r., J o hn Hill, 
F o s t e r Owens. Ro bert J o hnso n and William Sto ut. The 
Business and Industry so licitatio n is scheduled here Sept. 14-22. 
________ ______________________ 


New Schedule Is Announced for Library, Bookmobile Unit 


Fund Business Division Unit 


Coordinates Campaign Plans 


C ap tain s o f the Bu sin ess Div is­ 
io n o f the Pickaw ay Co u n ty Co m­ 
m u n ity 
Fu n d 
Cam p aign 
held 
a 
no o n m eetin g at the M ecca R est­ 
au ra n t to sen fin al p lan s fo r their 
p hase o f the driv e. 
The Bu sin ess an d In du stry so lic­ 
itatio n is schedu led fo r Sep t, 14 ?2, 
Ro bert J o hnso n, Business Di­ 
v isio n 
chairman, 
anno unced 
a 
training meeting fo r all his Di­ 
v isio n so licito rs at 8 p. rn. Sept. 
5 , at the Red Cro ss Office. The 


? instructio n will be co nducted by 
Bill Sho ckley , training c h ai r - 
man. 
Fo llo win g the b u sin ess an d 
in ­ 
du stry driv e, the residen tial an d 
co u n ty so licitatio n will he co n du ct* 
* ed Sep t. 22 thro u gh Oct. 3. 
The six agen cies o f the 
P ick­ 
away Co u n ty Co m m u n ity 
F u n d 
are the Am erican Red C ro ss, Sal- 
i v atio n 
Army , 
Bo y 
Sco u ts, 
Girl 


i Sco u ts, Yo u th Canteen an d Well- 
! Child Clin ic. 


New Citizens 


MISS HUFFER 
M r. an d M rs. 
C arro ll 
Bu ffer, 
D erb y , are the p aren ts o f an 8 - 
p o u n d 9 -o u n ce dau ghter b o m 6 :5 5 
{ p . rn . y esterday in B erger H o sp it­ 
al. 
MASTER CII BUKOWSKY 


I 
Mr. an d Mrs. Ru do lp h Cheliko w’- 
sky , 160 M o n tclair Av e., are the 
p aren ts o f a 9 p o u n d 5 -o u n ce so n 
b o m 8 :26 p . rn . y esterday in Ber- 
: ger Ho sp ital. 


Mrs. 
En id D en ham , P ickaw ay 
Co u n ty L ib rarian , to d ay an n o u n e- 
ed a ten tativ e Bo o km o b ile sched­ 
u le 
fo r fall 
an d 
w in ter 
in a d ­ 
ditio n to a n ew b o u r schedu le fo r 
the Pickaw'ay Co u n ty L ib rary . 
The l i b r a r y will be clo sed 
Mo nday in o bserv ance o f Labo r 
D a y , she said, 
and 
beginning 
Tuesday library 
ho urs will 
Im* 
fro m 9 a. in. to 8 p rn. Mo nday 
t h r o u g h Thursday . Ho urs fo r 
Friday 
and 
Saturday 
will 
be 
fro m 9 a. rn. to 6 p. rn. 
Mrs. D en ham said du e to addi­ 
tio n al sto p s an d the clo sin g o f sev ­ 
eral co u n ty scho o ls, the Bo o km o b ­ 
ile schedu le m ay b e rev ised after 
a six -w eek trial. 
The schedu le is as fo llo w s: 
* 
* 
* 
MONDAYS: Sep t. IO, Oct. I, O rt. 
22, No v . 12, Dec. 3, b egin n in g 9 ,15 
a. rn . 
— So u th Blo o m field, Ash­ 
v ille Scho o l an d Ashv ille Village. 
T u esday s: Sep t. l l , O rt. 2, Oct. 
23, No v . 13. Dec. 4, b egin n in g P:15 
a. m . __ W ashin gto n Twp . Scho o l, 
P ickaw ay Co u n ty ll o rn e, 
R in g­ 
go ld. 
W edn esday s: Sep t. 12, 
Oct. 
3, 
No v . 14, Dec. 5 , 
b egin n in g 9 :30 
a, n u _ W aln u t Twp . Scho o l. 
T hu rsday s — Sept. 13, Oct. 4, 
O ct. 25 , No v . 15 , Dec. 6 , begin­ 
n in g 9 :15 a. rn . — P ickaw ay Twp. 


Scho o l, Whinier, Saitcreek Twp, 
Scho o l, Tarlto n. 
Mo nday s: Sept. 17 , Oct. 8 , Oct. 
29. No v . 19, 
Dec. IO, 
beginning 
9 :30 a. rn. — Way ne Twp. Scho o l, 
Williamspo rt Scho o l. 
Tuesday *: Sept. 18 , Oct. 9 , Oct. 


I 30, No v . 
20, 
Dec. 
ll, 
beginning 
; 9 :30 a. rn. — Mo nro e Twp. Scho o l, 
Muhlenberg Twp. Scho o l, D arby - 
I Ville. 
• • « 
WEDNESDAYS: 
Sept. 19, 
Oct. 


IO, Oct. 31, No v . 21, Dec. 12 begin­ 
ning 9 :30 a. 
rn. — Darby Twp. 
Scho o l, Derby , Orient State Ho s­ 
pital, Orient Village. 
Thursday s: Sept. 
20, 
Oct. 
ll, I 
No v . I, 
Dec. 
13, 
beginning 9 :30 
a. rn. — Atlanta Scho o l, New Ho l­ 
land Grade Scho o l, New Ho lland 
Village, 
Mo nday s: Sept. 24, Oct. 15 , No v . 
5 , Dec. 17 , beginning 9 :30 a. in. — 
Teay s Valley High Scho o l. 


Tuesday s: Sept. 
25 , 
Ort. 
Id, 
No v . 6 , 
No v . 27 , Dec. IS, begin­ 
ning 9 :30 a. in. — Scio to Twp. 
Scho o l, Co mm ercial Po int. 
Wednesday s: Sept. 26 , Oct. 17 , j 
No v . 7 , 
No v . 28 , Dec. 19, 
begin 
ning 9 :15 — J ackso n Twp. Scho o l, 
Trailer Co urt. 
'Thursday s: 
Sept. 
27 , 
Oct. 
18 , 
No v . 8 , 
No v . 29 . Dec. 20, 
begin­ 
ning 9 :15 a. rn. — Lo gan Elm High 
Scho o l. 


24 Ho ur 


Depo sito ry 


At Our Entrance 


The Savings Bank 


C ir c le v ille 
F U IC 


Jackson Booster Club Heads 


Greeted at Carry-ln Event 


New o fficers w ere greeted last 
night when the J a c k s o n I wp. 
Bo o ster Clu b co n du cted a carry 
in 
dinner an d b u sin ess m eetin g. 
Caro li 
Reid, 
o utgo ing 
presi­ 
dent. o pened the meeting. T h e 
secretary 's repo rt 
was submit­ 
ted by J une Eitel and Charles 
Steinhauser gav e the treasurer's 
repo rt. 
Mrs. Geo rge M o wery , o n b ehalf 
af tile Bo o ster C l u b , ex p ressed 
thanks and ap p reciatio n to p resi­ 
dent Reid fo r his effo rts this p ast j 
y ear. Reid then tu rn ed the sessio n 
o v er to To m B o y er, n ex t 
y e a r’s 
president. 
O ther o fficers fo r n ex t y ea r are: 
G eo rge Neff, v ice p residen t; M rs. 
P au l E itel, se creta ry ; an d C harles 
H . S tein hau ser, trea su rer. 
• 
* 
* 
TRUSTEES 
are 
Jam es 
Fau s- 
n au gh, three y ears: Geo rge Mo w­ 
ery , tw o y ears; M rs. P au l E itel, 
o ne y ear. 
C o m m ittees are: M em b ership — 


Pau l Ho skin s, M rs. Ro ss H am ilto n 
an d M iss An n e Sho rt: A w ards — 
Pau l Ho skin s, Pau l Tho m p so n an d 
Ja m es F au sn au gh; Bo n u s P rize— 
Mr. an d Mrs. Geo rge M o wery an d 
M r. an d M rs. Geo rge Neff. 
The Clu b an d in terested v o lu n ­ 
teers 
co m p leted 
m an y 
p ro jects 
last y ear. They p u rchased a drin k­ 
in g fo u n tain fo r the grade scho o l, 
reco n ditio n ed the Bo o ster 
C l u b 
su sap ho n e, treated the t e n n i s 
co u rt, p u rchased b asketb all rim s 
an d p a i n t e d the o u tside b an k- 
b o ards. 


Berger 


Hospital News 


Psychiatrists Label 
Accused Slayer Sane 


CINCINNATI (A P)—Tho m as C. 
D ep t, 21, is san e an d su b ject to 
tria l o n a first-degree m u rder in 
dictn ien t, 
p sy chiatrists 
in fo rm ed 
Co m m o n P leas Ju dge Simo n L. 
Leis W edn esday . Hep t is charged 
with the fatal tire-to o l b lu dgeo n 
in g o f Ru ssell Farlo w , 5 0, fillin g 
statio n 
atten dan t, 
du rin g 
the 
co u rse o f a $6 ro b b ery last Feb . 


ADMISSIONS 
l.a rrv Lee 
Miller, so n o f Mr. 
an d Mrs. M erle M iller, Ro u te 2, 
A m an da, su rgical 
M rs. Mack E . Gu lick, Ro u te I, 
m edical 
Caro l An n an d Lin da Su e G arrett 
dau ghters o f Mr. an d M rs. Ro b ert 
G arrett, Ro u te 3, to n sillecto m ies 
DISMISSALS 
Pau l E. Sto n ero ck J r., lo n do n 
Geo rge G. W harto n , 627 S. Co u rt 
St. 


Sm all in du strial p lan ts 
flo u rish 
fro m A lex an dria to Aswan , Egy p t. 
Amo n g o ther thin gs, they m a k e 
refrigerato r*, 
tran sisto r 
radio s 
an d au to m atic washin g m achin es. 


Hollenback 


■HBM 
• 
£ 
Top Gainer tor 


Teays Valley 


The Teay s Valley fo o tb all team 
p lay ed ho st to a to u gh Co lu m b u s 
St. C harles fo o tb all sq u ad l a s t 
n ight in a 
scrim m age 
p ractice 
sessio n . 
St. Charles sco red six tim es, 
twice o n passes and fo ur times 
o n the gro und and Teay s Valley 
cro ssed pay dirt o nce. 
I 
Dan H o llen b ack w as the leadin g 
b all c a rrie r fo r T eay s V alley , with 
5 0 y ard s in 15 ca rrie s fo r a 3.33 
! av erage. Jo hn Hay racked u p 43 
{ y ard s in fo u r carries fo r a 10.1 av - 
I erage an d Dav id Ro e se co m p leted 
| three o f fiv e p asses fo r 46 y ards. 
Hu sh sco red the o n ly to u chdo wn 
* fo r T eay s Valley o n a two y ard o ff 
I tackle slan t. 
I 
H ead Co ach, M ario n W aits, said 
j the team still n eeds w o rk o n o ff- 
en siv e b lo ckin g. He said his b acks 
I are b egin n in g to hit a little sharp - 
| cr in to the o ffen siv e ho les. 
* 
* 
* 
j 
COACH W aits said that the de­ 
fen siv e p u rsu it was sharp at tim es 
b u t the b acks’ reactio n to the b all 
c a rrie r w as slo w'. 
He n o ted 
that 
the 
Freshm en 
| are wo rking into shap e. They held 
I the St. C harles So p ho m o res sco re- 
! less fo r mo st o f the scrimmage, 
befo re lo sing, 6-0. 


Local Tavern 


Faces 4 9 -Day 


Suspension 


Tile Ohio Bo ard o f Liq u o r Co n ­ 
tro l has su sp en ded the p erm it o f 
the Circle B ar. 105 E . Ohiu St., fo r 
a to tal o l 49 day s o n six v io latio n s « 
o f liq u o r law s. 
The 
v io la tin g 
an d 
p en alties; 
are : 
A 14-day su sp en sio n fo r allo win g 
im p ro p er co n du ct in an d u p o n the 
p rem ises. The su sp en sio n go es in ­ 
to effect at n o o n Sep t. 0 an d will 
b e lifted at n o o n Sep t. 20; 
A 14-day su sp en sio n fo r sellin g i 
in to x icatin g liq u o r to m in o rs, b e- j 
gin n in g n o o n Sep t. 20 an d lastin g ! 
u n til n o o n Oct. 4. A co n v ictio n in 
I C irclev ille M u n icip al C o u r t fo r 
sellin g liq u o r to m in o rs o n Oct. 
5 , 
196 1, carried a 14-day su sp en sio n 
to b e serv ed co n cu rren tly with the 
o ther v io latio n o f sellin g to m in - 
j o rs; 
Sev en d a y s su sp en sio n T ie gin ­ 
n in g Oct. 18 , an d en din g Oct. 25 , 
fo r allo w'mg im p ro p er co n du ct in 
an d u p o n the p rem ises. 
Two su sp en sio n s o f 14-day s each 
to b e serv ed co n cu rren tly , b egin ­ 
n in g Oct. 4, an d en din g Oct. 18 , 
are fo r allo win g im p ro p er co n du ct 
u p o n the p rem ises an d 
allo win g 
co n su m p tio n o f in to x icatin g liq u o r 
in an d u p o n the 
p rem ises 
afte r 
the legal ho u r o f clo sin g. 


The recen tly created Cap e Co d 
N atio n al Seasho re 
p reserv es 
27 ,- 
000 acres 
o f 
cliff-hu n g 
b eaches 
an d du n es, fo rests an d m o o rs, riv ­ 
ers an d p in e-frin ged p o n ds. 


Intelligence Agency 
Chieftain W e d s Again 


j 
SEA TTLE, W ash. (A P )-J o hn A. 


J McCo n e. 6 0, directo r o f the Cen - 
j tral In telligen ce A gen cy , an d Mrs. 
; P au l Pigo tt, wido w o f a Seattle 
j in du strialist, w ere 
m arried here 
W edn esday . 
M rs. P igo tt’s hu sb an d, Pau l P i­ 
go tt, died in Jan u ary 196 1. They 
had six children , all n o w m ar­ 
ried. M cCo n es wife died 
in De­ 
cem b er 196 1, They had n o child­ 
ren . 
The two fam ilies hav e b een lo n g 
tim e frien ds. 


'~SAVE 
LABOR DAY 
' i i * \ RO UTING NEEDS 


f t o u r 


Drug Sto re-J 
121 W. Main 
S t. 


CAMPERS — This gro up o f lo cal y o u n gsters has retu rn ed 
ho me fo l­ 
lo wing an enjo y able stay last week 
at a cam p in g area 
n ear FL 
Ancient. The camp sessio n was sp o n so red here b y the lo cal 
Salv a­ 
tio n 
Army unit, o n e cd the agen cies b en efitted by the Pickaway 
C o unty Co mmunity I urn!. 


$ S A V E S 


H O W S T M I 
T M I TO 
B U Y T H A T 
S ID CAR 


A n d Y o u 'll A lw ay * gal 
(ha Ao *l D u al at 


CLIFTON 
MOTOR SALEE 
S S A V E $ 


WHEN TEMPERATURES 


BEAT THE HEAT 


uhRl 
Electric Air Conditioning 


for Information 


on any Air 


Conditioning 


Application- 


Largo or Small 


Call . . . 


S«« Your 


Local Appliance 


Dealer for 


lloctric Air 


Conditioner* 


Go ing places and do ing things this 
ho liday weekend? Then co me to BING- 
MANS fo r y o ur SUNtime, FUNtime 
needs. Prices hav e been marked do wn 
— ’way do wn lo w—to giv e y o u the sav ­ 
ag est buy s o f the Summer. Sto cks of 
many items are limited. Better shop 
early to av o id disappo intment. 


SUH 
Q 8 
GUISES 


BAND-MD 
pu isne 
STRIPS 
65° 


B A H O #' 


I* 


Large 
with 
* 


* S u p e * * ’ ^ 
10 


golf BALLS 


lough c o .'" 3 For I 


IOO 


PAPER 


PLATES 


SW IM 
TO YS 
• Rings • Balls 
• Etc. 
and CUPS 


1 9 c pkg- 
V * 2 P r i c e 


6-1 2 
INSECT 
REPELLANT 


BUG 


BOMBS 
12-Oz. Size 


liquid 69 ° 
8 9 


A-* 
M 
4 
a 
/ 
A Ar„; 


$3.49 
.69 


• 
i T*-v gir 
|.\$aj r ba c k -t o-sch o o l 


Special 


Shearers 
Cartridge Pens 


with Ex tra Cartridge* 


O O 


-To-School Needs 


‘ ,,r 5 King 
FILLER 


p a p e r 


Lilt Home 
Permanent 


Medium - Easy and 
Hard to Wav e 


Web sters 
DICTIONARY 


9 00 Pages 


5 2,000 Entries 


$2.00 
V a lu e 


Al 
*7 


I 2 5 ' I 


Pl IIPPER 


\\ 
binder I 
L 
3 ^iiar# 
I 
Ring* 
rn 
\ ReK' $1.9 8 
I 


I 5 9 I 
BALL POINT I 
PENS 
£ 
| 
from 29c R 


Top Quality 


COMBS 


HEALTH EXAMS HELP THEM 
PASS SCHOOL EXAMS 


8 to a Pack 


Reg. 29* 


$1.7 5 Value 
Richard Hudnut 


CREME 
SHAMPOO 
V o 


Tike your youngsters to the 
«2 D’s”— your doctor and 
dentist— before sending 
them back to the “3 R’s." 


When your children pass pre­ 
school “health exams” they 
find it easier to pass their 
school exams, because good 
health goes hand in-hand with 
steady attendance and good 
study habits. 


Mike appointments with your 
doctor and dentist today— 
they can help your children1 
avoid going through “School 
Daze.” 


h 


'<2 


I *• 


J 


FAST PHOTO FINISHING — FRESH FILM 


U 


South-Central Rural Electric Cooperative, Inc. 


C I R C L E V I L L E 
L A N C A S T E R 
C A N A L W I N C H E S T E R 
GM 
4 - * V I ** 
OL 
i 4 4 22 * 
T I 7 4 38 1 
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T h e C ircleville Herald, Thur. August 30, 1962 
Circleville, Ohio 
New Schedule Is Announced for Library, Bookmobile Unit 


F W D B U S IN E S S D IV ISIO N H EA D S — Outlining plans for their phase of the Pickaway County Com­ 
munity Fund Campaign were these Business Division captains, they are, left to right: David Block, 
Robert McKelvey. Lewis Cook Jr., John Hill, Foster Owens, Robert Johnson anti W illiam Stout. The 
Business and Industry solicitation is scheduled here Sept. 14-22. 


Fund Business Division Unit 


Coordinates Campaign Plans 


Captains of the Business Divis­ 
ion of the Pickaway County Com­ 
munity 
Fund 
Campaign 
beld 
a 
noon meeting at the Mecca Rest­ 
aurant to set final plans for their 
phase of the drive. 
The Business and Industry solic­ 
itation is scheduled for Sept, 14-22, 
Robert Johnson, 
Business Di­ 
vision 
chairman, 
announced 
a 
training meeting for all his Di­ 
vision solicitors at H p. rn, Sept. 
5, at the Red Cross Office. The 


instruction will he conducted by 
Bill Shockley, training c h a i r - 
man. 
Following the business and 
in­ 
dustry drive, the residential and 
county solicitation will be conduct­ 
ed Sept. 22 through Oct. 3. 
The six agencies of tile 
Pick ­ 
away County Community 
F u n d 
are the American Red Cross, Sal­ 
vation 
Army, 
Boy 
Scouts, 
G irl j 
Scouts, Youth Canteen and 
Well- 
Child Clinic. 


New Citizens 


M ISS H U F F E R 
M r. and Mrs. 
Carroll 
Duffer, I 
Derby, are the parents of an 8- 
pound 9 ounce daughter bom 6:55 I 
p. in. yesterday in Berger Hospit­ 
al. 
M ASTER CHE! IKOW SKY 
Mr. and Mrs. Rudolph Chelikow- ! 
sky, 160 Montclair Ave., are the I 
parents of a 9 pound 5-ounce son J 
bom 8:26 p. rn. yesterday in Ber 
ger Hospital. 


Mrs. 
Enid Denham, Pickaway 
County Librarian, today announc­ 
ed a tentative Bookmobile sched­ 
ule for fall 
and 
winter in ad­ 
dition to a new hour schedule for 
the Pickaw ay County Library. 
The l i b r a r y will he closed 
Monday in observance of Labor 
Day, 
she said, 
and 
beginning 
Tuesday library 
hours will 
Im* 
from 9 a. in, to 8 p. rn. Monday 
t h r o u g h Thursday. Hours for 
Friday 
and 
Saturday 
will 
he 
from 9 a. in. to 6 p. rn. 


Mrs. Denham said due to addi­ 
tional stops and the closing of sev­ 
eral county schools, the Bookmob­ 
ile schedule may be revised after 
a six-week trial. 
The schedule is as follows: 
* 
* 
* 


M O N D A YS: Sept. IO, Oct. I, (V t. 
22, Nov. 12. Dec. 3, beginning 9:15 
a. rn. — South 
Bloomfield, Ash­ 
ville School and Ashville Village. 


Tuesdays: Sept. ll, Oct. 2, Oct. 
23, Nov. 13, Dec. 4, beginning 9:15 
a. rn. —- Washington Twp. School, 
Pickaway County ll o m e, Ring­ 
gold. 
Wednesdays: Sept. 12, 
Oct. 
3, 
Nov. 14, Dec. 
5. 
beginning 9:30 
a. rn. — Walnut Twp. School. 
Thursdays — Sept. 13, Oct. 4, 
Oct. 25, Nov. 15, Dee. 6, begin­ 
ning 9:15 a. rn. — Pickaway Twp. 


School, Waister, Saltcreek Twp. 
School, Tarlton. 
Mondays: Sept. 17, Oct. 8, Oct. I 
29. Nov. 19, 
Dec. 
IO, 
beginning j 
9:30 a. rn — Wayne Twp. School,! 
Williamsport School. 
Tuesdays: Sept. 18, Oct. 9, Oct. 
30, Nov. 
20, 
Dec. 
ll, 
beginning 
9:30 a. rn. — Monroe Twp, School, 
Muhlenberg Twp. School, Darby- 
\ ille. 


W E D N E S D A Y S : 
Sept. 19. 
Oct. 


IO, Get. 31, Nov. 21, Dec. 12 begin­ 
ning 9:30 a. 
rn. —- Darby Twp. 
School, Derby, Orient State Hos­ 
pital, Orient Village. 


Thursdays: Sept. 
20, 
Oct. 
ll, 
Nov. I, Dec. 
13, 
beginning 9:30 
a. rn. — Atlanta School, New Hol­ 
land Grade School, New Holland 
Village. 


Mondays: Sept. 24, Oct. 15, Nov. 
5, Dec. 17, beginning 9:30 a. rn. — 
Teays Valley High School. 


Tuesdays: Sept. 
25, Oct. 
IO, 
Nov. 6. 
Nev. 27, Dec. IS, begin­ 
ning 9:30 a. in. — Scioto Twp. 
School, Commercial Point. 


Wednesdays: Sept. 26, 
Get. 17, 
Nov. 7, 
Nov. 28, Dec, 19, 
begin 
rung 9:15 — Jackson Twp. School, 
Trailer Court. 


Thursdays: 
Sept. 
27, 
Oct. 
18, 
Nov. 8, 
Nov. 29. Dec. 20, 
begin­ 
ning 9:15 a. rn. — Logan E lm High 
School. 


Local Tavern 


Faces 49-Day 


Suspension 


Jackson Booster Club Heads 


Greeted at Carry-ln Event 
Top 


New officers were greeted last 
night whim the J a c k s o n Twp. 
Booster Club conducted a carry in 
dinner and business meeting. 
Caroli 
Reid, 
outgoing 
presi­ 
dent, opened the meeting. T h e 
secretary’s report 
was submit­ 
ted by June Eitel and Charles 
Steinhauser gave the treasurer’s 
report. 
Mrs. George Mowery, on behalf 
of tile Booster C l u b , expressed 
thanks and appreciation to presi­ 
dent Reid for his efforts this past 
year. Reid then turned the session 
over to Tom Boyer, next year’s 
president. 
Other officers for next year are: 
George Neff, vice president; Mrs. 
Paul Eitel, secretary; and Charles 
Ii. Steinhauser, treasurer. 
* 
* 
* 


T R U S T E E S 
are 
Jam es 
Fans* 
naugh, three years: George Mow­ 
ery, two years; Mrs. Paul Eitel, 
one year. 
Committees are: Membership— 


Psychiatrists Label 
Accused Slayer Sane 


C IN C IN N A TI (A P )—Thomas C. j 
Ilept, 21, is sane and subject to 
trial on a first-degree murder in j 
dict meat, 
psychiatrists 
informed J 
Common Pleas Judge Simon L. j 
Leis Wednesday. Hept is charged 
v.ith the fatal tire-tool bludgeon 
ing of Russell Farlow, 50, filling j 
station 
attendant, 
during 
the 
course of a $6 robbery last Feb. , 


Paul Hoskins, Mrs. Ross Hamilton 
and Miss Anne Short: Awards — 
Paul Hoskins, Paul Thompson and 
Jam es Fausnaugh; Bonus Prize— 
Mr. and Mrs. George Mowery and 
M r. and Mrs. George Neff. 
The Club and interested volun­ 
teers 
completed 
many 
projects 
last year. They purchased a drink­ 
ing fountain for the grade school, 
reconditioned the Booster C l u b 
susaphone. treated the 
t e n n i s 
court, purchased basketball rims 
and p a i n t e d the outside bank- 
boards. 


Berger 


Hospital News 


ADM ISSIONS 
La rry Lee 
Miller, son of Mr. 
and Mrs. Merle M iller, Route 2, 
Amanda, surgical 
Mrs. Mack E . Gulick, Route I, 
medical 
Carol Ann and Linda Sue Garrett 
daughters of M r. and Mrs. Robert 
Garrett, Route 3. tonsillectomies 
D ISM ISSA LS 
Paul E. Stonerock Jr., london 
George G. Wharton, 627 S. Court 
St. 


Hollenback 


Gainer for 


Teays Valley 


The Teays Valley football team 
played host to a tough Columbus 
St. Charles football squad l a s t 
night in a 
scrimmage 
practice 
session. 
St. Charles scored six times, 
twice on pas*»es and four times 
on the ground and Teays Valley 
crossed paydirt once. 
Dan Hollenback was the leading 
bail carrier for Teays Valley, with 
50 yards in 15 carries for a 3.33 
average. John Hay racked up 43 
yards in four carries for a 10.1 av­ 
erage and David Reese completed 
three of five passes for 46 yards. 
Hush scored the only touchdown 
for Teays Valley on a two yard off 
tackle slant. 
Head Coach, Marion Waits, said 
the team still needs work on off­ 
ensive blocking. He said his backs 
are beginning to hit a little sharp­ 
er into Hic offensive holes. 
* 
* 
* 


COACH Waits said that the de­ 
fensive pursuit was sharp at times 
but the backs' reaction to the ball 
carrier was slow'. 
He noted 
that 
the 
Freshmen 
are working into shape. They held 
the St. Charles Sophomores score­ 
less for most of the scrimmage, i 
before losing, 6-0. 


The Ohio Board of Liquor Con­ 
trol has suspended the permit of 
the Circle Bar, 105 E . Ohio St., for 
a total of 49 days on six violations 
of liquor laws. 
The 
viola ti ma 
and 
penalties 
are: 
A 14-day suspension for allowing 
improper conduct in and upon the 
premises. The suspension goes in 
to effect at noon Sept. 6 and will 
be lifted at noon Sept. 20; 
A 14-day suspension far selling 
intoxicating liquor to minors, be­ 
ginning noon Sept. 20 and lasting 
until noon Oct. 4. A conviction in 
j Circleville Municipal 
C o u r t for 


J selling liquor to minors on Get. 5, 
1961, carried a 14-day suspension 
to be served concurrently with the 
other violation of selling to mal- 
j ors; 
Seven d a y s suspension "b e gin­ 
ning Oct. 18, and ending Oct. 25, 
for allowing improper conduct in 
and upon the premises. 
Two suspensions of 14-days each 
to be served concurrently, begin­ 
ning Get. 4, and ending Get. 18, 
are for allowing improper conduct 
j upon the premises and 
allowing 
consumption of intoxicating liquor 
in and upon the 
premises 
after 
the legal hour of closing. 


The recently created Cape Cod 
National Seashore preserves 
27,- 
000 acres 
of 
cliff-hung 
beaches 
and dunes, forests and moors, riv­ 
ers and pine-fringed ponds. 


S 


Sm all industrial plants 
flourish 
from Alexandria to Aswan. Egypt. 
Among other things, they m a k e 
refrigerators, 
transistor 
radios 
and automatic washing machines. 


Intelligence Agency 
Chieftain W e d s Again 
S E A T T L E , Wash. (A B )—John A. 
McCone, 60, director of the Cen­ 
tral Intelligence Agency, and Mrs. 
Paul Pigott, widow of a Seattle 
industrialist, were 
married here 
Wednesday. 
Mrs. Bigotty husband, Paul P i­ 
gott, died in January 1961. They 
had six children, all now m ar­ 
ried. McCones wife died 
in De­ 
cember 1961. They had no child­ 
ren. 
The two families have been long 
time friends. 


1 


WILL HOLD YOUR 
CHOICE! 
New 
Winter 
COATS 
LAYAWAY 


fS A V E 
on LABOR DAY 
ROUTING NEEDS 
'•VV 
at our 
&Drug Store 
121 VV. Main St. 


a i jMwagg 
* ■ 


C A M P E R S — This group of local youngsters has returned home fol­ 
lowing an enjoyable stay last week at a camping area near Et. 
Ancient. The camp session was sponsored here by the local Salva­ 
tion Army unit, one of the agencies benefitted by Hie Pickaway 
County Community Fund. 


$ S A V E $ 


m o w ’s m 
i - r ' 
T IM E TO 
B U T TH AT 
O S IO CAR 


And You’ll A l w a y s gel 
the Bail Dan I at 


CLIFTON 
MOTOR SALES 


$ S A V E $ 


WHEN TEMPERATURES 


BEAT THE HEAT 


u M t t L 


Electric Air Conditioning 


i / S 


For Information 


on any Air 


Conditioning 


Application— 


Largo or Small 


Call . . . 


See Your 


Local Appliance 


Dealer for 


Electric Air 


Conditioner* 


South-Central Rural Electric Cooperative, Inc. 


C I R C L E V I L L E 
L A N C A S T E R 
C A N A L W I N C H E S T E R 
GU 4-4VI8 
OL 3-4422 
TE, 7-4351 


Nit 


Going places and doing things this 
holiday weekend? Then come to BING- 
M A N S for your SUNtime, FUNtim e 
needs. Prices have been marked down 
— ’way down low— to give you the sav­ 
agest buys of the Summer. Stocks of 
many items are limited. Better shop 
early to avoid disappointment. 
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Lilt Home 
Permanent 
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Websters 
DICTIONARY 
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52,000 Entries 
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$2.00 
V a lu e 


Top Quality 


COMBS 


8 to a Pack 


Keg. 29t 


| 59 


RULL POINT 
PENS 


from 
2 9 


HEALTH EXAMS HELP THEM 
PASS SCHOOL EXAMS 


Take your youngsters to the 
“2 D Y ’— your doctor and 
d e n tist— before sending 
them back to the “3 R Y ” 


$1.75 Value 


Richard Hudnut 


CREME 
SHAMPOO 


1 
1 0 


When your children pass pre­ 
school “health exams” they 
find it easier to pass their 
school exams, because good 
health goes hand-in-hand with 
steady attendance and good 
study habits. 


Make appointments with your 
doctor and dentist today— 
they can help your children1 
avoid going through “School 
Daze” 


FAST PHOTO FINISHING — FRESH FILM 


WL 


DRUG STORE 


